



DIL WE! 
FIRST C 


Our selling job is over when an 





operator hangs up his first BJ Triplex Hook in the der- 
rick—the second and following hooks sell themselves. 


e . 
The correct design of a separate 


hook for each elevator link, and a 


third hook for the swivel bail, is 7 

; : sii What was the cost of the damage caused by this 
realized the minute you put a Tri- dropped tubing string? We do not know either, 
plex in service. The “locking arms” but it was many times the cost of any BJ Surestop 


Ae : ‘ Tubing Catcher listed on Page 393 of the 1937 
eliminate danger of bail or links Composite: Catalog. ; 


“jumping” their hooks; and the 
enclosed relief springs, the ease of 
attaching to the block, the freedom 
and convenience of handling—all 
keep telling a sales story much 


more convincing than any words 


could be. 
al j ie S z This will be avoided in several thousand wells 
da i 4 : equipped with BJ Surestop Tubing Catchers. Are 
af ; ' | you provided with this “tubing insurance?” 
, ) BJ SURESTOP TUBING CATCHERS 
aS vg . . . safeguard your well against a dropped or 
t. F sade eo : parted string of tubing while going-in or coming- 


out of the hole, and while suspended during pump- 
ing operations. 


ty ; oes The BJ Anchoring Method provides a simple 
es. Pes a means of setting a Surestop Catcher at any desired 
o point, which instantly stops “tubing breathing” 
(vertical movement of tubing while pumping) and 
permits the pump to take a full stroke and develop 


its maximum efficiency. 
Why do native In- 


dians like BJ Triplex 
Hooks? You can find 


N U 
the answer on Page rort worth « LOS ANGELES - ew yor« 
363 of the 1937 Com- 


posite Catalog, or in 
the BJ Catalog which : 
will be sent promptly i For details look in the 1937 


upon request. Composite Catalog, or ask for the 
: BJ Catalog from our nearest office. 
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2000 BBLS 
PRODUCTION 


Here today, gone tomorrow. That's the story of man, 
that’s the story of oil wells. In 1920 when oil well pro- 
duction fell off, abandonment was the only solution. 
In 1937 with proven methods of locating other produc- 
ing sands, oil wells are never abandoned—they are 
Gun-Perforated for new production. Gun-Perforating— 
developed, patented, and successfully used by Lane- 
Wells exclusively brought in a 2,000-barrel well in 
an old field where well production had dwindled to less 
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than 100 barrels average. Remember, that testing pos- 
sible new producing oil strata in “stripper” wells is only 
one of the many outstanding applications for Lane- 





Wells electrically-controlled Gun-Perfora- 
tors. Remember, too, that Lane-Wells 
electrical control makes safe, positive 
perforation certain and from the start 
of the job to the finish utilizes Lane-Wells 


Lith Rm 


Other Lane-Wells Products 
and Services include: 


Liner Hangers 


equipment only. 


Lane-Wells Multiple Ring Packers offer seven 
essential advantages: 1. Pertect pack under high pressure. 
2. Five-fold safety in sealing off. 3. Eliminates possibility of vulcanizing. 
4. Packer-body shielded from collapsing strain. 5. Prevents over-expan- 


sion of packing rings for casing. 6. Protects packing rings while running in. 
7. Minimizes swabbing action. 
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Where Quality is 
Known in Advance 


21 


There are many reasons why Youngstown 
casing, tubing, drill pipe, line pipe are always 
uniformly satisfactory. But one of the most im- 
portant is this—Youngstown tube mills, from 
furnaces to final inspection, are under one roof. 


If a heat of steel turns out even a shade above 
or below the tolerances our inspectors demand 
for oil country goods, the executive division 
to which they are solely responsible will not 


THE YOUNGSTOWN 


Manufacturers of Carbon and Alloy Steels 











permit them to pass it. If our operations were 
not concentrated as they are, we might be 
more lenient in inspection. 


But with our compact operations, we don’t 
have that temptation. Every heat of steel 
used in oil country goods exactly meets oil 
country specifications. The result is tubular 
goods that are easier for you to work with, 
and that assure longer life and better results. 


SHEET AND TUBE COMPANY 
GENERAL OFFICES 


YOUNGSTOWN, OHIO 


Pipe and Tubular Products + Sheets « Plates * Conduit « Tin Plate « Bars « Reds *« Wire * Nails +« Unions « Tie Plates and Spikes 
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Basen Ahead 


Tie California oil industry, in all its branches, now pays approximately 
100 separate and distinct taxes, including Federal, state, county, and 
municipal levies. 


Just about the only break the industry gets in this imposing list is 
the depletion allowance of 2714%, granted in the computation of the 
Federal income tax, and, according to present portents, this allowance is 
soon to be taken away. 


President Roosevelt has announced himself opposed to it, and there 
is no question that his opposition is the greatest body-blow that it has ever 
received. 


Opposition of the Treasury Department since the inception of the 
allowance has been constant, but, because the Treasury Department writes 
no laws, has been of minor danger. However, with the politically most 
influential man in America against it, the future of the allowance appears 
doomed. 


The allowance has permitted, and perfnits, the producer of oil to take 
a discount of 2714% in his gross income in computing his income tax. The 
discount allows the producer to recover the cost of his well almost im- 
mediately, thereby making it possible for him to continue his development 
operations. Without the discount, it is a question as to his ability to con- 
tinue development of a lease unless that lease happens to be highly pro- 
lific and profitable. 


The allowance is in grave danger, and it behooves the industry to 
compile all the favorable arguments possible and give them the utmost 
publicity, so that in the time of need that is inevitably coming, the industry 
will be prepared. 


























Announcing 


H&B SALES CO., Ltd., 


OF LONG BEACH, CALIFORNIA 
As Exclusive California Distributors 


of WILSON 


PORTABLE RIGS 
AND HOISTS 








Above: Mogul Model Jackshaft type 
Hoist for pulling rods, tubing or any 
oil field use. Free Rolling Drum, with 
no chain mis-alignment. Air or Water 
Cooled Full wrap type brakes, 8” wide, 
Cam Operated. Brake Bands are well 
guarded. Anti Friction Bearings through- 
out. 38” Diameter Drum will spool 6000 
ft. of %”" line. Eight speeds forward, 
two reverse. Extension shaft for rotary 
drive standard equipment. 








Wilson Increases Produc- 


tion to Assure Better 


Wilson Atlas Type Portable Rig Mareat 


OUTSTANDING FEATURES OF NEW Due to the fact that orders 


have been coming in much 


WILSON ATLAS TYPE RIG..... Lave ust been able to Al 


them promptly. However, we 
Wilson Chain Drive Transmission transmits 35% more power to point of are greatly increasing our 
luctive capacity as a 


action; New, Improved Master Clutch; Circulating type Water Cooled All Steel 


Brake Rings. Arranged for Parkersburg Hydromatic Brake as standard equip- service. In the future we 
ment. Dual Engines with Oil Bath Chain Connecting Drive; Friction and hic ae. orders without 


Jaw Clutch on Drum final drive. Unit is so constructed so as to be broken 
down into units less than 8 ft. road width. Rated depth capacity, 8,000 ft. 
using 444” drill pipe when equipped with 250 H.P. engines. All chains and 
working parts are completely guarded. 


WILSON MANUFACTURING CO. 


MANUFACTURERS OF PORTABLE RIGS AND OIL FIELD WINCHES 
Factory and Main Office: Wichita Falls, Texas 
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A Word About 


The Oil Company Series 
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i; the California Oil World of June 5, 1937, appeared 
the third and final chapter of the story of the Shell 
Company of California. This story traced the com- 
pany’s California history, from its beginning as the 
California Oilfields, Ltd, through the development of 
this company and its acquisition by the vast world- 
wide Shell organization, to its present position cf 
eminence in the Pacific Coast oil industry. With the 
completion of the story of Shell in California, the 
California Oil World, with the cooperation of Mitchum, 
Tully & Co., California investment dealers, has pre- 
sented the stories of two mighty California com- 
panies—the Standard Oil Co. of California and the 
Shell Co. of California. 


The third company history to be presented will be that 
of the General Petroleum Corporation of California. 
This history will start with the next issue of the Cali- 
fornia Oil World, that of July 5th. It will follow, in 
general outline, the course of the first two articles, 
treating the General Petroleum Corporation’s activities 
not alone from the standpoint of its business success, 
but also from the standpoint of the human and personal 
elements that have entered into, and have been respon- 
sible for, that success. Of necessity, the story will be 
somewhat brief, as have the two preceding stories, but 
it will be a humanized document, and will carry on 
the high degree of interest that has been aroused by 
the stories of Standard and Shell. 


Ultimately, the histories of all the leading companies of 
the California oil industry will be presented to its 
readers by the California Oil. World. Judged solely 
by the interest that has already been aroused, this 
series, when completed, will be one of the most valuable 
contributions that has yet been made to the volumes of 
literature that has been written by and about the Cali- 
fornia oil industry. 


The publishers of the California Oil World, who, with 
Mitchum, Tully & Co., have been able to under- 
take the first histories of the companies that are re- 
sponsible for the world-important position of the Cali- 
fornia oil industry, are sincerely grateful not only for 
the complete cooperation that has been granted by 
the companies in question, but are highly gratified that 
the series of articles is commanding such widespread 
interest. : 








Wilmington Pion Make 
Plans To Curtail Field 50% 


Method sets maximum production of 400 bbls. per well, and would 
result in total output of about 25,000 bbls. daily from field. 
Method not yet accepted by Central Committee. 

Sand troubles appearing in field. 


iw things are conspiring to bring 
production at Wilmington under 
control. One is the desire of pro- 
ducers in the area to get a pipe line 
into the field, and the other is the 
condition of the producing zone it- 
self. 


Sand troubles are beginning to be 
felt, particularly in the town-lot sec- 
tion and in the north east area. Dur- 
ing the past two or three weeks, 
considerable liner trouble has been 
experienced, and, in addition, the 
production rate of completed wells 
has fallen off. The condition of the 
field is probably going to be the best 
argument for curtailment and con- 
trol of production that could be ad- 
vanced, and one with which the op- 
erators agree, hence it may result 
in the other benefits—a pipe line 
and possibly increased prices—which 
are the aims of the operators in the 
area. 


50% Curtailment Favored 


Last week a group of operators, 
representing approximately 80% of 
Wilmington production, met in the 
umpire’s offices and discussed the 
situation in the field, coming to the 
conclusion that a flat 50% curtail- 
ment was the best solution of the 
problem, with a further proviso that 
no well should produce more than 
400 bbls. per day. Such a curtail- 
ment would result in a total produc- 
tion of less than 25,000 bbls. per day, 
against an actual production of near- 
ly twice that and a Central Commit- 
tee allowable of 19,010 bbls. per day 
for June. 


This plan has been presented to one 
of the major companies, presumably 
Standard, with a request that a pipe 
line be run into the field and prices 


posted for its oil. In the meantime, 
production continues at approxi- 
mately 43,000 bbls. per day. 


About a month ago, when a petition 
from all the operators in the field 
was presented to the Standard Oil 
Co., asking for a pipe line into the 
field, the maximum curtailment that 
Wilmington operators would agree 
upon was about 25%, whereas at 


the present time, they are willing to 


curtail 50%, or toa maximum of 400 
bbls. per well. The change in atti- 
tude is ascribed to but one thing, 
the encroachment of sand in certain 
areas of the field, and the discovery 
that, because of sand conditions, 
the pumping of Wilmington wells 
is going to be a troublesome and ex- 
pensive proposition. Experience of 
one operator in the area, who has a 
couple of wells on the pump, is that 
sand-cutting of pumps occurs al- 
most as fast as they are installed. 
Knowledge of this condition has led 
the other operators to be willing to 
produce their wells at as an efficient 
a manner as possible in order to 
keep them flowing as long as pos- 
sible. 


The group that met in the umpire’s 
office was composed of Wayne Loel, 
representing Burnoel Oil Co.; E. B. 
Hall, Union Pacific; Spencer Hal- 
vorsen, Selegna Associates and its 
affiliates; Walter Elliott, Wilming- 
ton Oil & Development Co.; Wil- 
liam Hendricks, Graham and Loft- 
us; Henry Powers, General Petro- 
leum; Ed Bartosh, Bankline; James 
Michelin, Royalty Service and F. C. 
Hall, Inc. These operators decided 
upon the amount and method of 
curtailment, and found, by contact- 
ing other operators not present at 
the meeting, that all were agreeable 
to the plan developed. 


Stability Threat Lowered 


With production at Wilmington 
held at approximately 25,000 bbls. 
per day, the greatest present threat 
to the stabilization of the industry 
would be removed. Wilmington, 
for the past few weeks, has been re- 
sponsible for approximately 50% of 
the total overproduction of the state, 
and hence has been one of the fac- 
tors that have kept the local oil 
industry from enjoying a better 
price for its crude. 


On the other hand, complete lack 
of curtailment at Wilmington has 
been solely responsible for the field’s 
lack of a pipe line. No major com- 
pany would lay a line into the field 
until the operators agreed to pro- 
duce according to some plan of cur- 
tailment. The former plan, under 
which the operators agreed to a cut 
of 25%, was not satisfactory, simply 
because it was not sufficient to take 
care of the situation, and would 
have been unworkable against the 
whole picture of curtailment as it is 
applied to all the fields of the state. 
This was explained to a representa- 
tive group of Wilmington operators 
on the day before the meeting of the 
group mentioned, with the result 
that they worked out the present 
method. Whether this method will 
be satisfactory to the Central Com- 
mittee remains to be seen, but that 
it more nearly approaches a work- 
able method is apparent. 


Wilmington On Decline 


The opinion that Wilmington is not 
the threat that it was considered to 
be a couple of weeks ago is gaining 
ground. Not more than four weeks 
ago, the field was on the up trend, 
with every indication that it would 
continue to go up for some:time to 
come. This opinion has been greatly 
modified, if not completely abandon- 
ed, By the events of the past three 
weeks, during which ‘sand troubles 
have made their appearance and 
there have been some instances of 
bad liners. 


In the meantime, spot prices for 


CALIFORNIA OIL WORLD AND 
PETROLEUM INDUSTRY, JUNE 20, 1937 





V 


ule 
we 
col 


Ge 
to 
the 
pre 
of 
gas 
hay 
day 
an 
lon: 
nor 


Dr) 
line 
dus 
use 
boil 
will 
well 
cific 
sup] 
othe 
are 
the 


The 
ing | 
who 
plan 
mov 


Gilm 


CALI 
PETR( 


ild 


the 
ult 
ant 
vill 
im- 
hat 
rk- 


not 
1 to 
ing 
eks 





end, 
yuld 
2 to 
atly 
Jon- 
hree 
ibles 
and 
s of 


; for 


AND 


0, 1937 





Wilmington oil continue at around 
60 cents per barrel for 17.9 gravity 
and less, with higher gravities com- 
manding as much as 75 cents per 
barrel. The price situation has been 
relieved to a considerable degree by 
the erection of more storage in the 
field, which makes it unnecessary 
for operators to dispose of their oil 
immediately at a low price. Another 
factor is that one independent re- 
finer, with 50,000 bbls. of fuel stor- 
age at the harbor, is buying oil for 
its own account and for other small 
refiners, acting, in the latter case, as 
a jobber. Much of this oil is used 


as fuel for ships. 


Another effect of Wilmington pro- 
duction is that it has caused a back- 
ing up of storage in the Redondo 
Beach area of Torrance, most re- 
finers being more willing to pay 60 
cents per barrel for oi] at Wilming- 
ton than 40 cents for oil at Redondo. 


A factor that may have some bear- 
ing on Wilmington prices is that at 
least one independent refiner is 
offering yearly contracts for oil at 
65 cents per barrel, but thus far has 
been unable to get any oil at this 
figure. 


Wilmington May Get 3 Gas 
Plants; One Near Completion 


W itn one Wilmington absorption 
plant under construction and sched- 
uled to be completed during the first 
week in July, two others are under 
consideration. 


General Petroleum Corp. plans to 
to have its plant in operation during 
the first week in July, and will 
probably start operations at a rate 
of approximately 25,000 gallons of 
gasoline per day. The plant will 
have a capacity of 30,000 gallons per 
day, but can easily be stepped up to 
an ultimate capacity of 70,000 gal- 
lons per day. The plant is located 
northeast of the Ford plant. 


Dry gas, after having had its gaso- 
line extracted will be sold to the In- 
dustrial Fuel Co. and will also be 
used in General Petroleum’s three 
boiler plants in the field. Wet gas 
will come from the company’s own 
wells and those of the Union Pa- 
cific, at first, but this supply may be 
supplemented by production from 
other wells if and as gas contracts 
are made with other operators in 
the area. 


The second plant for the field is be- 
ing made ready by C. B. Edington, 
who has purchased the State Co. 
plant at Long Beach and plans to 
move it into Wilmington. 


Gilmore Oil Co. also has plans for 
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a gas plant under consideration, and 
has taken some gas contracts on 
the basis that the company will 
erect a gas plant as soon as its con- 
tracts total a certain daily total of 
gas. As yet, the company is waiting 
for this figure to be reached, and for 
a little clearer light as to the future 
of the field, both as to area and as 
to potential gas production. 


Gas production, which was running 
between 14 and 15,000,000 cu. ft. 
per day for a time, has fallen to an 
estimated 7 or 8,000,000 cu. ft. since 
the curtailment of production by 
General Petroleum, Union Pacific, 
and Bankline. This curtailment, 
which brought the field’s oil output 
from 50,500 bbls. per day to about 
41,000 per day, has thus far been 
the only curtailment exhibited in 
the field.. Another factor that has 
affected gas production is, of course, 
the greater number of wells in the 
field, coupled with the fact that the 
new completions are not making as 
much gas as the earlier wells. 


The gas, which varies from a gaso- 
line content of about half a gallon 
per mcf in the gas from wells in 
the northern end of the field to 1.5 
gallons per mcf in wells more favor- 
ably located, has thus far been used 
as field fuel, with any excess being 
blown to the air. 





(WHEW! I'M ALL PooPED 

QUT FROM RUNNING THis 
OLD CAN — WISH THE 
Boss WOULD GET A 
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3 TOOLS IN ONE 


Inefficient tools 
frequently are 
the real cause of production losses. To 
which can also be added non-productive 
labor costs. 


Performance records prove The CAVINS 
can do your cleanout job most efficiently 
and from three to five times faster than 
the ordinary bailer. And it's easy on the 
crew, for which the crew will thank you. 


CAVINS Bulletin No. 36, containing 


performance records, awaits your request. 


THE CAVINS COMPANY 


2853-73 Cherry Avenue - Long Beach, Calif. 
Phone 414-14, 414-60 
Cable Address: Cavins, Long Beach" 


Foreign Representative: R. J. Eiche 


Bakersfield, California Kilgore, Texas 

Taft, California ‘ampa, Texas 

Ventura, Califomia Oklahoma City, Oklahoma 

Odessa, Texas Wichita, Kansas 

Houston, Texas Lyons, Kansas 
Lake Charles, Louisiana 


Ibis at ste seater : 
. 





Operators’ Meeting Concedes 
Necessity For Curtailment 


] ndependent group votes to aid umpire in reaching quotas set. Hope 
to increase prices if curtailment figure reached. Also passes 
resolution seeking continuation of depletion allowance. 


Mere than 50 operators, guests of 
three past and the present president 
of the Oil Producers Agency, met at 
a luncheon at the California Club 
recently and voted favorably on the 
proposition that curtailment of pro- 
duction must be maintained and 
that California production must be 
brought to levels more nearly ap- 
proaching the quota set by the Cen- 
tral Committee. 


Hosts at the luncheon were Ralph 
B. Lloyd, first president of the 
Agency, Neal Anderson, R. A. 
Broomfield, Sr., and Jack Doyle, the 
latter now president of the organiza- 
tion. Operators present were repre- 
sentative independent producers of 
the state, and presented a good cross 
section of the state’s oil producing 
business, with the exception of the 
major company element, none of 
whom were represented. 


As ‘the first matter of business, 
Thos. W. Sherman, former assist- 
ant manager of the Agency, and 
now its consulting statistician, talk- 
ed upon the present statistical posi- 
tion of the California industry. He 
pointed out that the rate of increase 
of consumption has apparently flat- 
tened out, and that, while consump- 
tion is increasing, it is not increas- 
ing nearly as fast as it has in each 
of the past few years, indicating that 
the saturation point of consumption 
for California oil is being ap- 
proached, hence curtailment must 
be conformed with. 


J. R. Pemberton, oil umpire, was 
called upon for confirmation of Mr. 
Sherman’s figures and. conclusions 
therefrom, Mr. Pemberton agreeing 
that Mr. Sherman’s figures were ac- 
curate. 


Curtailment Approved 


After some discussion, the meeting 
passed a resolution approving of 
curtailment and stating that it was 
necessary, to maintain or regain 
sound conditions in the California 
industry, that curtailment be main- 
tained. 


The resolution also included the ap- 
pointment of a committee to wait 
upon the Central Committee and the 
various field committees “and com- 
municate to them the necessity of 
restoring such sound conditions.” 
The thought behind this move was 
that, inasmuch as curtailment has 
rapidly been approaching the “joke” 
class, it might be a good idea to let 
those responsible for it know that 
there was at least one segment of 
the industry which was going to aid 
them in their labors. 


Depletion Allowance Needed 


Another question of immediate in- 
terest to the industry, that of the 
271%4% depletion allowance, also 
came up for discussion. In light of 
President Roosevelt’s recent state- 
ment that he thought that the deple- 
tion allowance for natural resource 
industries was an evasion of taxes, 
the oil industry is greatly concerned 
as to the possibility of continuing 
it in future Internal Revenue meas- 
ures. The allowance, according to 
Dana Hogan, is the difference be- 
tween being able to operate a small 
producing company and not being 
able to do so. It is figured upon the 
total gross income from producing 
properties, and continues for the life 
of the property, the original theory 
being that it would permit the oper- 
ator to recover his cost from the 
well and would also take care of the 


dry holes he drilled. Ever since the 
depletion allowance has been grant- 
ed, the Treasury Department has 
been against it, but has been unable 
to do anything about it. The in- 
dustry has not been much concerned 
about the Treasury Department’s 
attitude, but now that the President 
has made an outspoken statement 
in opposition to it, the industry is 
considerably worried, knowing that 
whether they like it or not Presi- 
dent Roosevelt wields more influ- 
ence over legislation than any other 
one man. 


As a result of this pronouncement 
by President Roosevelt, those in at- 
tendance at the meeting were ad- 
vised to communicate with their 
Congressmen, stating the reasons 
why the depletion and depreciation 
allowance were necessary in calcula- 
tion of the income tax. The meeting 
as a whole also passed a resolution 
opposing any change in the law, and 
stating that the allowance “is vital 
and necessary to the preservation 
of the very existence of the inde- 
pendent producer of oil.” 


Aim to Raise Prices 


Obviously, the whole’ import of the 
meeting was to reach a condition in 
the California industry which would 
justify an increase in the price of 
crude. 


In spite of the argument that prices 
have increased in other fields of ac- 
tivity, that costs of doing business 
have increased, and that the cost of 
living has also increased, all of which 
are true, no purchasing company is 
justified in raising the price of crude 
so long as the production of crude 
continues to increase in the face of a 
present stationary demand which 
will inevitably decrease as the win- 
ter season nears. 


The independent operator, therefore, 
finds that he is faced with the neces- 
sity of getting his production down 
to the Central Committee’s and the 
umpire’s figures before he can hope 
to benefit from a possible better 
price structure. 
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‘The Double Blue Line’ 


Because 


Metallurgical Tests are continuous—regular examina- 
tion of the micro-structure of the steel is made to 
assure superlative quality for rope-making. 





Continuous 


Straight Texture 


HIGH TORSION TEST 


This machine applies the Torsion Test. All these 
help maintain the high quality of wire going into 
topes, which in turn prove their efficiency in prac- 


: HIGH TENSILE TEST 
eS. Sane ee eee eee en ee This shows the TENSILE TEST regularly applied 


to the wire used in the Double Blue Line. 


y \ C : [) This photograph shows how the single wire is tested S = a 4 Hi 
for ability to stand reverse bending. These tests are | 


all made over different sized rolls. 
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Review Of Legislative Action 


Shows Industry Not Damaged 


Defeat of severance tax, confining of gasoline tax to highway building 
and maintenance, among beneficial results of session just closed. 


A summary of action taken by the 
Legislature on more than ,300 bills 
affecting the California oil industry 
has been prepared by S. Z. Natcher, 
of the Oil Producers Agency, and 
follows, herewith. A number of the 
bills are included among the 900 
now under consideration by the Gov- 
ernor, so that their ultimate dis- 
position can not yet be known. 
However, many of them are now 
law, among them the Olson bill for 
the development of the Huntington 
Beach offshore pool. | 


In general, the oil industry fared 
very well at the hands of the legis- 
lators in the session just closed. 
Among proposals which would have 
added to the burden under which 
the industry finds itself was a form 
of severance tax, but, since the 
measure failed of passage, the in- 
dustry is safe for another two years. 


Taxes and Licenses 


Of vital concern to the oil producer was 
legislation proposing. a severance tax on 
all natural resources. Two bills, A. B. 
248, Patterson, and A. B. 1381, Voigt, 
proposing such a tax were held in the 
respective committees to which they were 
referred. An attempt was made to with- 
draw A. B. 248 from committee by means 
of a motion offered on the Assembly 
floor, but the motion was overwhelming- 
ingly defeated by a vote of 11 ayes and 46 
noes. From the beginning of the session 
it was apparent that no new form of 
taxation would be necessary if the exist- 
ing tax structure was not modified by the 
Legislature. In the absence of a con- 
centrated movement offering a new tax 
program, representatives of many groups 
stood together in advocating the defeat 
of bills proposing repeal or modification 
of existing tax laws. The success of this 
program may be measured by the results 
obtained in that only three bills propos- 
ing minor changes in the Sales and Use 
Tax Act were approved by both houses of 
the Legislature. 
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Amendments of the Bank and Corpora- 
tion Franchise Tax Act, adopted by the 
Legislature, were more or less technical 
in nature to clarify administrative pro- 
cedure as well as harmonize certain pro- 
visions of the act with similar provisions 
of the Federal Revenue Act of 1936. A. 
B. 1245, Williamson, included the above 
mentioned provisions. 


On the subject of Motor Vehicle Fuel 
Taxes (gasoline tax) the Legislature con- 
tinued its policy of past sessions in defeat- 
ing legislation proposing the use of gas 
tax funds for purposes other than high- 
way construction and maintenance. In 
addition, Senate Constitutional Amend- 
ment 28, Knowland, was adopted, which, 
if approved by the people at the next 
general election, will write into the Con- 
stitution the prohibition of the use of gas 
tax funds for any. purpose but highway 
construction and maintenance. However, 
it includes certain minor ,exceptions as 
provided by existing law. 


A. B. 1908, Robertson, amends the gas- 
oline tax act clarifying certain sections 
thereof and provides for the elimination 
of the calculation concerning an allow- 
ance and a charge for evaporation losses. 
In addition, the bill adopted by the Legis- 
lature carries an appropriation to ad- 
minister “The Use Fuel Tax Act of 1937.” 


A new tax was imposed by the Legis- 
lature in adopting A. B. 1907, Robertson, 
in the form of an excise tax on the use 
of fuels (Diesel, etc.) used in vehicles 
operating on the highways, which fuels 
are now exempt under the provisions of 
existing law. ‘The tax imposed is at the 
rate of 3c per gallon. 


Maintaining the state tax structure, the 
Legislature reenacted on a permanent 
basis, but with some modification as to 
the allocation among the state, cities and 
counties, after July 1, 1937, the auto in- 
lieu tax act, which, it will be recalled, 
obtains the revenues heretofore collected 
on motor vehicles by the cities and coun- 
ties on an ad valorem basis. A. B. 236, 
Hornblower, was the bill used for the 
purpose outlined above. 


Another bill, A. B. 1218, Hornblower, in- 
creases the permissible gross weight of 


trucks used in determining weight fees 
and also includes technical amendments 
to the motor vehicle code, permitting 
manufacturers to comply with the code 
in cases where large pneumatic tire 
equipment is used. Both bills were ap- 
proved by the Governor. 


S. B. 773, DeLap, and S. B. 953, Powers, 
adopted by the Legislature, provide for 
the exemption from the provisions of the 
3% tax on gross receipts of trucks haul- 
ing materials, of the gross receipts pos- 
sibly taxable when a manufacturer or 
processor hauls his product in his own 
equipment from the point*ef manufacture 
to the point of distribution. The bill, if 
approved by the Governor, will offer re- 
lief to the refining companies of the in- 
dustry and will eliminate one tax on 
petroleum products. 


Bills proposing a ton-mile tax or increas- 
ing weight fees on trucks using fuel not 
subject to the gas tax died in Committee. 


Some momentum was gained in furthering 
a program to substitute a gross receipts 
or gross income tax in lieu of the sales 
tax, personal income tax, and 3% gross 
receipts tax on trucks. The legislators 
considered the proposals with some de- 
gree of interest but failed to act upon 
them favorably as conclusive evidence was 
not shown that the measures were ap- 
proved by a majority of the people of the 
state. No action, other than Committee 
hearings, was taken. 


A new tax, “The Corporation Income Tax 
of 1937”, was imposed to obtain revenues, 
based on net income, from those corpora- 
tions not subject to the “Bank and Corpo- 
ration Franchise Tax Act”. 


Several amendments were offeerd to the 
“Personal Income Tax Act”. Those 
adopted by the Legislature include A. B. 
1244, Williamson, which harmonizes the 
act with certain provisions of the Federal 
Act of 1936, adopted by reference in the 
California law. The bill also increases the 
term of residence from six months to 
nine months. -In other words, a person 
may live in the state for a period of less 
than nine months and not be considered 
a resident subject to the tax. A. B. 1750, 
Meehan, permits an earned income credit 
in the same manner as provided by the 
Federal law, and is before the Governor. 
Bills proposing miscellaneous taxes, such 
as an excise tax on intangibles, stock and 
bond transfer taxes, and others, were all 
defeated. 


Resulting from a study by Griffenhagen 
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and Associates of Chicago, under the di- 
rection of the Citizens Committee of 25, 
created at the Governor’s Tax Confer- 
ence of February, 1936, several bills were 
introduced proposing changes in the fiscal 
set up of the state government, particular- 
ly relating to the administration of tax 
laws. No action other than committee 
hearings was taken on the several bills. 
The attitude of the committees was for 
the retention of the existing set-up until 
such time as a more comprehensive study 
could be made. 


As usual, no favorable action was taken 
by the Legislature on bills providing for 
the limitation or curtailment of expendi- 
tures of the state government and its 
political subdivisions. An attempt was 
made, S. B. 186, McBride, to reenact the 
5% limitation of increase of expenditures 
originally provided in the Riley-Stewart 
Plan of Taxation. The Assembly refused 
to pass the bill after it had been adopted 
by the Senate. 


A record breaking budget bill, A. B. 500, 
Robertson, in the sum of $438,000,000 for 
the biennium 1937-1939 was adopted by 
the Legislature and approved by the Gov- 
ernor. The total represents an increase 
over the budget for the 1935-1937 bien- 
nium, but the amount of the increase 
will not be available until several bills 
providing for special appropriations, total- 
ing approximately $45,000,000, are acted 
upon by the Governor. 


Employer and Employee 


Of serious concern to the employer were 
many measures enlarging the scope of 
the provisions of the Workman’s Com- 
pensation Act. Included in this group, 
measures designed to increase the death 
benefit, the injury benefit and to permit 
an allowance for certain services rendered 
by attorneys and doctors, were all defeated. 
A. B. 1271, Garibaldi, strengthens the act 
in that it is compulsory for any one con- 
ducting a business to show compliance 
with the act before a permit to conduct 
such business shall be -issued by the 
proper state agency. 


The current labor disputes focused atten- 
tion on legislation proposing methods 
whereby such disputes could be settled 
through findings and recommendations of 
boards of arbitration and meditation. 
Failure of the Senate to accept the pro- 
visions of A. B. 538, Yorty, “The Little 
Wagner National Labor Relations Act” 
was contributory to the defeat of all legis- 
lation proposing methods to settle labor 
disputes. In addition, it was difficult for 
the several groups representing the em- 
ployers and the employees to reach a 
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common ground of understanding and 
agree upon the provisions of any one bill. 
The Legislature did request the Governor, 
however, to appoint a board of mediation 
or arbitration for voluntary acceptance 
by both parties involved when labor dis- 
putes caused disturbance in the normal 
procedure of any business. 


Legislation was introduced proposing 
large increases of the benefits payable 
under the provisions of the Old Age 
Security Act by increasing the benefits 
from $35 to $50 per month and lowering 
the age of eligibility from 65 to 60 years. 
The additional financial burden, it was 
shown, would be a crushing one to the 
state and the several counties. There- 
fore, the only legislation passed relative to 
this subject was A. B. 1, Hornblower, 
which bill permits the recipient of old 
age benefits to earn up to $15 per month 
from other sources. Provisions relative 
to establishing the benefits as a lien 
against the property of the recipient and 
the. requirement for a pauper’s oath were 
eliminated. 


Development of State Owned Oil Lands 


As in previous sessions, the problem of 
providing a method for the development 
of state owned oil lands, particularly at 
Huntington Beach, was one of impor- 
tance. Three bills were adopted by the 
Legislature offering alternate methods of 
such development. 


S. B. 579, Olson, approved by the Gov- 
ernor and now law, requires development 
by means of piers, or islands, constructed 
on the tide and submerged lands. Leases 
are to be granted on 11 parcels fronting 
Huntington Beach. The highest bidder 
is to receive such a lease based on highest 
offered royalty payments, the minimum of 
which is 30% on all wells producing in 
excess of 200 bbls. a day. 


Adopted by the Legislature, and now be- 
fore the Governor for his consideration, 
A. B. 1455, Welsh, proposes the develop- 
ment of the same 11 parcels on the basis 
of a flat 20% royalty to the state with the 
further provision that the person offering 
the highest cash bonus for the parcels 
shall be awarded the lease, or any one or 
all of the parcels combined. Development 
under the provisions of this bill may be 
carried on from uplands or from the tide 
lands. 


A. B. 2090, O’Donnell, is the third of the 
Huntington Beach measures and is also 
before the Governor. This bill proposes 
a method of development similar to the 
Olson bill but sets forth a minimum 
royalty provision ranging from 30% on all 
production from wells producing 200 to 


999 B/D; 40% from 1000 to 1999 
B/D; and 50% on production in excess 
of 2000 B/D. 


A. B. 2149, O’Donnell, validates and rati- 
fies the agreements for easements entered 
into between the State of California and 
the several operators who committed un- 
derground trespass into state-owned oil 
lands at Huntington Beach. The bill is 
before the Governor. 


Proposing several changes to the “Min- 
eral Lands Leasing Act” California Gen- 
eral Laws, 6341, S. B. 1141, Olson, was 
adopted. The measure would increase the 
royalty payments to be made to the state 
on state-owned lands, decreases, from 640 
to 160 acres, the maximum amount that 
may be leased to any one individual and 
retains for the state all oil and gas rights 
in state lands and the surface rights neces- 
sary to develop the oil and gas, when and 
if the lands are proven productive. The 
Legislature failed to adopt a method of 
developing state owned oil lands at Wilm- 
ington, California. It did, however, pass 
S.J.R. 25, Wagy, memorializing Congress 
to defeat S. 2164, the Nye bill, which sets 
up a claim by the Federal Government 
to all of the minerals lying under the 
tide and submerged lands of the entire 
coast line of the United States, referring 
to such lands as public domain. 


Production Regulations 


Of interest to the producers was the pas- 
sage of S. B. 986, McBride, which, if 
approved by the Governor, will permit the 
operator of oil wells to deduct from royal- 
ty payments the proportionate share of 
the cost chargeable to any well for the 
maintenance of the Division of Oil and 
Gas. Other measures designed to permit 
the public or give investigating commit- 
tees the right to examine records filed 
with the Division of Oil and Gas, were 
defeated. An attempt was also made to 
modify provisions of the Townlot Drill- 
ing Act of 1931, but the bill failed to re- 
ceive favorable committee action. 


Marketing 


S. B. 971, Wagy, amends the Oil Sub- 
stitution Act and strengthens several pro- 
visions thereof to the end that it may, be 
more properly enforced by the officials. 
It passed both the Senate and Assembly. 


A. B. 3, Boyle, also approved by the 
Legislature, amends the Unfair Practices 
Act in an attempt to have more orderly 
marketing practices in the distribution of 
products including oil and gas. The bill 
combines all of the desirable features in- 
cluded in the many other measures intro- 
duced on the subject. 
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Labor Board Decision 
Goes Against Shell Co. 


Company ordered to meet with five unions in collective bargaining. 
Meeting scheduled for July 13. Shell future course not deterrained. 


i. the first National Labor Board 
decision applying to a California oil 
company, the Shell Co. has been 
found in violation of the Wagner 
Act, and has been ordered to post 
notices that it will meet with the 
five complaining unions and discuss 
collective bargaining with them. 
The case is the upshot of the hear- 
ing held in Los Angeles several 
months ago, at which time the Shell 
Co. argued that the complaints of 
the unions could not be substan- 
tiated, and further argued that the 
Wagner act itself was unconstitu- 
tional. The latter argument has been 
emasculated, of course, by the Su- 
preme Court’s subsequent opinion 
favoring the act. 


The five unions involved are: Inter- 
national Association of Oil Field, 
Gas Well and Refinery Workers; 
; International Association of Ma- 
chinists; International Brotherhood 
of Boilermakers, Iron Shipbuilders 
and Helpers; International Brother- 
hood of Blacksmiths; International 
Brotherhood of Electrical Workers. 


Following the decision of the Labor 
Board, the Shell Co. has posted no- 
tices that it will meet with the or- 
ganizations, and is complying with 
the order in all respects, according 
to Dr. Towne Nylander, regional 
director of the Board for the 21st 
Region, which is the local adminis- 
tration area. The company man- 
agement will meet with the unions 
on July 13, according to present 
plans, to bargain collectively with 
the union representatives. Collec- 
tive bargaining, insofar as the pres- 
ent case is concerned, has to do with 
the matter of wages, hours, and 
working conditions. 


To date, no indication has come 
- from the Shell as to whether it is 
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contemplating a further appeal of 
the case, which, in respect to oil 
companies operating in California, 
establishes a precedent. The only 
word from Shell thus far is that it 
is complying with the order. Wheth- 
er it will continue to comply, or 
whether it will reach an agreement 
satisfactory to the unions when it 
meets with them on July 13 remains 
to be seen. 


The hearing four months ago, with 
the subsequent decision of the La- 
bor Board, marked the first time 
that Shell was not able to reach an 
agreement with its employees on 
matters of wages and hours. In that 
meeting, the matters of wages and 
hours were not the prime questions, 
the unions alleging that the com- 
pany failed to meet with them and 
bargain collectively. The unions 
also charged that the company was 
sponsoring a company union, and 
refused to meet with the chosen rep- 
resentatives of the five international 
unions. The Shell has, for a number 
of years, held annual wages and 
hours conferences with its em- 
ployees, most of which, if not all of 
them up to the last one, resulted in 
an agreement with the employees. 
The conferences have been held 
with employee-selected representa- 
tives, the matter of the unions not 
entering into the question until the 
last year. 


The International Association of 
Oil. Field, Gas Well and Refinery 
Workers, one of the unions involved 
in the Shell case, has just completed 
its annual convention in Kansas 
City, during which it re-elected 
Harvey Fremming as_ president. 
Other officers are: J. L. Coulter, 
vice president for contracts and ne- 
gotiations; Ben Schaffer, vice presi- 
dent for organization; E. C. Con- 


arty, secretary; J. C. Coulter, mem- 
ber of the executive committee for 
district one, which is the California 
area. Mr. Coulter has also been re- 
elected secretary of the Long Beach 
local of the union, for the 16th con- 
secutive year. 


The convention mapped out a com- 
plete campaign for organization of 
oil company labor, the details of 
which are not available as yet, and 
reaffirmed its affiliation with the 
C.1.0. It also went on record in 
favor of a complete embargo against 
imports of oil and its products, as 
well as supporting the Black-Con- 
nery wages and hours law, with the 
recommendation that 36-hour weeks 
be applied to the oil industry. The 
convention also recommended that 
if any imports be admitted into this 
country, it be a condition of their 
entry that they be certified as hav- 
ing been produced under American 
working conditions. In other words, 
if a 36-hour week became the gen- 
eral practice in the domestic oil in- 
dustry, no oil not produced by labor 
under a 36-hour week would be ad- 
mitted. 


The convention also changed the 
name of the organization to Oil 
Workers International Union. 


Long Beach Votes 
To Permit Drilling 


Lice Beach voters at a special 
election last week favored a propo- 
sition opening the western section 
of the city to oil well drilling. 


With only 13,945 out of the city’s 
registered voters casting ballots, the 
initiative ordinance, which was put 
before the people by the City Coun- 
cil after petitions were circulated, 
won by a count of 7338 to 6338. 


The ordinance will permit the drill- 
ing of wells west of the cenier line 
of the Los Angeles River flood con- 
trol channel. One well per acre will 
be the limit. 





San Joaquin Valley Producers 
Demand Crude Price Increase 


Resolution states that increase in prices necessary to compensate for 
higher costs. Says purchasing companies should 
share prosperity with producers. 


ie sharp contradiction of the cur- 
rently favored theory that overpro- 
duction of oil is sufficient reason for 
keeping crude prices down, the San 
Joaquin Valley Oil Producers’ Asso- 
ciation at a meeting held last week 
went on record as insisting that the 
“major oil purchasing companies of 
California, as the only fair action to 
take, immediately revise upward the 
crude oil price structure for the San 
Joaquin Valley oil fields observing 
a curtailment to conform with the 
recent increase in the selling price 
of various grades of gasoline, Diesel 
oil and fuel oil, thus giving the inde- 
pendent oil producer his fair share of 
the prosperity now being enjoyed by 
the major crude oil purchasing com- 
panies.” 


In the form of a resolution, which . 


also included the citing of the in- 
creased costs of doing business for 
the independent producer and the 
prosperity, “as reflected in their 
recently published earnings state- 
ments” of the major companies, the 
directors of the Association also 
mentioned the withdrawal of crude 
oil from storage on the Pacific Coast, 
“despite propaganda regarding so- 
called overproduction”. 


The Association, headed by Dana 
Hogan as president, is composed of 
San Joaquin Valley producers, as 
the name indicates, each of which is 
apparently, in fact as well as in 
name, independent. 


The argument raised by the Associ- 
ation is that there is no overpro- 
duction of oil in general, but that 
there is some overproduction in defi- 
nite areas. The feeling is that cur- 
tailing areas, such as most of the 
fields represented in the Associa- 
tion are, should not be penalized in 
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price because other areas are over- 
producing. 


According to the statement of one 
member of the Association, there is 
no overproduction of good oil in 
California. He says that Wilming- 
ton, for instance, is overproducing, 
but that one of the main reasons for 
the lack of a market for that oil is 
that it is not good oil compared with 
other areas in the state. 


The argument is also heard that the 
major companies are using Wilm- 
ington solely as an excuse to hold 
the price of oil to present levels, 
and that purchasing companies are 
looking for any peg by which to 
justify present prices. 


Greatly enhanced earnings of the 
major companies, as reported in 
their stockholders’ reports, are 
credited, by members of the Associ- 
ation, as being due to the major 
companies’ passing of higher costs 
on to the public while still maintain- 
ing a low price for their crude oil 
purchases. Obviously, the lower the 
purchase price of cude oil as com- 
pared with selling prices of products 
refined for it, the greater the margin 
of profit. It is this which the Asso- 
ciation claims is being done—the 
public is paying higher prices for 
refined products, while the majors 
are persisting in keeping the prices 
down, alleging that the reason for 
keeping the prices down is because 
of overproduction, when, as a matter 
of fact, the only reason for keeping 
the prices down is to allow the 
majors a chance to make more 
money from the operations of their 
business. 


Arguments presented at the recent 


meeting of 50 operators of the state 
at the California Club, that over- 
production is enough of a reason for 
keeping the price of oil at the pres- 
ent level, are not regarded as sound 
by the San Joaquin Valley Associa- 
tion. The Association has gone on 
record as considering overproduc- 
tion as being merely an excuse, and 
not the real reason, for low prices. 


The resolution follows: 


“Whereas, the independent oil producers 
of the San Joaquin Valley have become 
burdened with rapidly mounting costs of 
production due to (a) the rapid increase 
in price of all materials and equipment 
necessary for oil field operation; (b) the 
necessity, within the past 15 months, of 
keeping their employes satisfied by rais- 
ing on one or two occasions salaries and 
wages to meet the salary and wage in- 
creases of the major crude oil purchasing 
companies, and 


“Whereas, the major crude oil purchasing 
companies who also transport and refine 
crude oil and market its products, have 
raised the price to the consuming public 
of the products of crude oil, which price 
increases to the consuming public more 
than offset the salary and wage increases 
they have made and the higher costs for 
their materials purchased, as reflected in 
their recently published statements of 
earnings, and 


“Whereas, the published official statistics 
continue to show withdrawals from 
stocks of crude oil and its products on 
the Pacific Coast despite propaganda re- 
garding so-called overproduction, and 


“Whereas, the oil producers of San 
Joaquin Valley have and are holding to 
their production allotments, 


“Now, therefore, be it resolved, that the 
directors of the San Joaquin Valley Oil 
Producers’ Association go on record as 
urging and insisting that the major oil 
purchasing companies of California, as 
the only fair action to take, immediately 
revise upward the crude oil price struc- 
ture for the San Joaquin Valley oil fields 
observing a curtailment to conform with 
the recent increase in the selling price of 
various grades of gasoline, Diesel oil and 
fuel oil, thus giving the independent oil 
producer his fair share of the prosperity 
now being enjoyed by the major crude 
oil purchasing companies.” 
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‘Court Orders Price Cutter To 
Trial Under Fair Trade Act 


Retail Petroleum Dealers Association wins first round by getting 
defendant’s demurrer overruled. Case to be set for trial. 


Fist blood has been drawn by the 
Retail Petroleum Dealers Associa- 
tion in its efforts to maintain gaso- 
line prices under provisions of the 
California Fair Trade Act. The case, 
the first judicial test of the act, has 
not yet been set for trial, but the 
Association, in succeeding in hav- 
ing the defendent’s demurrer over- 
ruled, has made a court test of the 
case inevitable. 


The case involves an independent 
reseller of Richfied gasoline who is 
not maintaining the price stipulated 
in his contract with Richfield, and, 
by selling at a lower price, is, ac- 
cording to the complaint, damaging 
the business of a nearby competitor 
who also sells Richfield gasoline. 
The competitor and the Association 
have taken joint action in the case. 


In the demurrer, the defendant 
maintained that action under the 
Fair Trade Act could be brought 
only by the manufacturer of the 
product, or owner of the brand name, 
that was being sold at a price differ- 
ent from that specified. In other 
words, in the present instance, only 


Richfield could take action, which 
that company has refused to do. In- 
cidentally, the Richfield Oil Corp. is 
not involved, nor has it taken any 
action of any nature, in the present 
case. 


The plaintiffs, represented by J. 
Hart Dastell as counsel, argued that 
the intent of the legislature was that 
any one damaged by a competitor’s 
practice of cutting prices could 
bring action under the act. The 
court upheld Mr. Dasteel’s point of 
view, which means that the defend- 
ant has 10 days to file an answer to 
the suit, by which time a date for 
trial will be set. 


According to Mr. Dasteel, there are 
no legal authorities to refer to in the 
present trial, inasmuch as it is a test 
case and the first of its kind to be 
brought into court. Because it is a 
test case, no effort has been made 
to stop the defendant service station 
operator from selling gasoline at 
cut-rate prices, the Association and 
Mr. Dasteel having no desire to 
penalize him unduly. The opinion 
of the attorney is that if the action 


is upheld by the court in final trial, 
it will be impossible for any service 
station operator to continue to cut 
prices, hence all stations will be able 
to make a reasonable and fair profit 
out of their business activities, 
which is the aim of the Association 
in trying to prevent price cutting. 


The defendant’s plea that only the 
producer of the commodity or the 
owner of the brand name could 
bring action under the Act was de- 
feated by Mr. Dastell’s plea that 
any injured party could bring ac- 
tion. In the instance in point, the 
plaintiff service station operator 
contends that he is being damaged 
by loss of trade because of the lower 
prices prevailing for the same brand 
of gasoline at the defendant’s service 
station, and that he would be dam- 
aged if he adopted retaliatory tac- 
tics by lowering his own prices to 
meet the defendant’s prices. 


In overruling the demurrer, the 
court held to Mr. Dasteel’s view that 
any damaged party could bring suit 
under the Fair Trade Act.  Inas- 
much as the arguments presented by 
both plaintiff and defendant at the 
hearing on the demurrer constitute 
a fairly accurate forecast of the 
arguments to be heard at the formal 
trial, the Association feels that its 
victory is a good omen of ultimate 
success. 





““NEWTYPE 


GOODALL 


TRUCK HOSE 


CORD’’ GASOLINE 


GOODALL “NEWTYPE CORD” Gasoline Truck Hose is light in 
weight, exceptionally flexible, easily handled and coils readily. A 
wire insert in the walls assures freedom from kinking and provides 
a full diameter at all times. A smooth bore makes truck loading and 
unloading much quicker than the old-style, wire-lined type of 
construction. 

GOODALL “NEWTYPE CORD” is unaffected by gasoline, will not 
impart an odor or discolor even high test motor fuel. If crushed, it 
can be readily rounded with a hammer and put in service again. 

For economical, time-saving service, insist on GOODALL GASO- 
LINE TRUCK HOSE—the original “NEWTYPE” Construction. 
It has no equal! 


GOODALL-MECHANICAL CORP. 


510-514 E. Fourth St. 538 Howard St. 401 8th Ave., No. 
Los Angeles San Francisco Seattle 
Mills at Trenton, N. J. 





FULL FLOWe WON'T KINK 
FLEXIBLE e EASILY HANDLED 
QUICK UNLOADING 
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Los Angeles Basin 


and conglomerate was encountered. 
The Texas Co. Johnson No. 2-2, to 
the east of the field, which has been 
standing idle at 7750 ft., has been 
abandoned without having set cas- 


Security 1 Offsets At 
El Segundo Disappointing 


At El Segundo, the performance 
of wells offsetting the big producer 
of The Texas Co., Security No. 1, 
has been disappointing. El Segun- 
do No. 8 of Republic Petroleum Co., 
a direct offset 660 ft. to the east, 
would not flow when put on a pro- 
duction test from a depth of 7408 ft. 
and is being put on the pump. The 
Texas Co. Security No. 2, one loca- 
tion to the south of Security No. 1, 
flowed only by heads when tested 
and is being treated with acid in an 
attempt to increase the flow. In 
the meantime Security No. 1 con- 
tinues to flow more than 2100 bbls. 
of clean oil per day. 


After failing to recover any oil sand 
in coring into the schist, with bot- 
tom of the hole at 7097 ft.; a forma- 
tion tester was run in Standard Oil 
Co. Refinery No. 1. Evidently some 
oil sand had been lost in coring as 
the test showed a recovery of con- 
siderable light oil. After deepening 
into the schist to a depth of 7171 
ft. casing was set at 7054 ft., and a 
production test will be made. 


Richfield Oil Corp. Santa Fe No. 1, 
the most southerly well of the area, 
was completed on the pump from 
a depth of 7640 ft., and is making 
275 bbls. of 22.1 gravity oil per day, 
cutting 2%. This well is making a 
very good showing considering the 
fact that less than 10 ft. of oil sand 


ing. 





Sunset Takes Over 
Old Julian Well 


Approximately one mile south of 
nearest production at El Segundo, 
Sunset Oil Co. has taken over the 
abandoned C. C. Julian Pacific Land 
& Title No. 1, and plans to deepen 
the well to the schist. Located in 
the ne% sw of sec. 19, 3s-14w, this 
well was originally drilled to a depth 
of 5741 ft. in 1926. 





New Test Planned For 
Culver City Location 


It is understood that negotiations 
are being completed by the com- 
bined Sharby and Eastern Oil Cos. 
for a joint test to be drilled on prop- 
erty held in the Culver City district, 
near the Eastern No. 1 well, which 
had promising oil and gas showings, 
but which never had a conclusive 
test due to mechanical difficulties. 





Downey Acquires Lease 
In Pico Canyon 


Downey Oil Corp. is understood to 
have acquired the A. G. Burt lease 
of 126 acres located in sec. 36, 4-17, 
in the Pico Canyon area near New- 
hall, and will deepen the well there, 
which is now standing at 1660 ft. 


Redondo Leasing Spurts 
After Abrams Completion 


As a result of the surprise flow 
made recently by John L. Abrams 
& Associates’ Torrance No. 1, in- 
terest has again been revived in the 
Hawthorne-Sepulveda Blvd. section 
at Torrance, and considerable leas- 
ing has been done by independent 
operators. 


The B. C. L. Co. of Long Beach has 
a rig up near the east line of the 
Redondo City limits, east of the Pa- 
cific Electric Railroad. Loma Verde 
Oil Co. is partially rigged up for a 
test south of the intersection of 
Hawthorne and Sepulveda Blvds., 
about 300 ft. due south of the Swyer 
well, which has been deepened, 
and is now on a production test 
from 4460 ft. Derrick has been 
erected by Signal Petroleum Co. of 
Calif. over the old abandoned hole 
of the Fullerton Oil Co., Salem 
No. 1. 


The I. V. Oil Co. of Torrance has 
started work on a well to be drilled 
on a three-acre lease at 226th and 
Martha Sts. and Grand Petroleum 
Co. plans a test in the same area. 





Union Keeps One Active 
String At Playa del Rey © 
Union Oil Co. continues to keep one 
string active in Playa del Rey- 


Venice, and is the only company 
drilling there at the present time. 
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Wilmington Activity Not 
Lessened By Completions 


Aitthough more than 30 wells have 
been completed at Wilmington with- 
in the past two weeks, drilling ac- 
tivity has not been lessened to any 
appreciable degree, a recent count 
showing 33 projects in varying 
stages of drilling and completion, 
with rigs up and preparations to 
. get under way being made to start 
38 more. In addition, at least 18 
new locations have been staked, with 
many more under consideration. To 
date, the weakened price structure 
resulting from the flood of new and 
overproduction, and the appearance 
of sand trouble in localized areas, 
has had little effect on the number 
of new wells to be started. - Total 
production of the field, which 
reached a high point of about 50,- 
000 bbls. per day, has eased off to 
around 43,000 bbls., due to the cur- 
tailment efforts of some of the larger 
companies. The potential of the 
field as of June 1 was set at 64,000 
bbls. from 108 wells. Since that 
date the flood of completions, which 
averaged more than 300 bbls. per 
well, makes a conservative estimate 
of the potential roughly 75,000 bbls. 
per day. Now that the western sec- 
tion of Long Beach has been opened 
for drilling, an increase in activity 
is certain to ensue, and any estimate 
of the ultimate peak of production 
or potential is little better than a 
guess. 


The most interesting well in the 
field at the present time is the deep 
test of General Petroleum Corp., 
Ford No. 3, located near the high 
of the structure. A series of produc- 
tion tests is being made of the pos- 
sibilities of zones below the series 
being currently produced. Drilled to 
a total depth of 5355 ft., with cas- 
ing cemented at 4915 ft., a test was 
first made of formation from the 
shoe of the casing to 4975 ft. Dur- 
ing this swabbing test the well 
flowed by heads, but with little vol- 
ume. The hole was then cleaned 
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out to 5050 ft., a liner run, and the 
well swabbed in flowing by heads, 
averaging 220 bbls. of 29 gravity oil 
per day, cutting about 20%. The 
flow has been killed, and further 
tests are being made, taking in more 
zone. From results to date it ap- 
pears that a deep zone has been 
proven, for this part of the field at 
least, and while initial rates of pro- 
duction may be lower, a higher 
gravity oil may be expected. Pres- 
ent producing horizons are all above 


4000 ft. 


The major portion of the activity in 
the townlot area is now confined to 
the north and northwestern areas, 
where good producers continue to 
be obtained. Apparently there will 
be little further drilling in the ex- 
treme southwesterly portion of the 
field where recently only fair pump- 
ers have been obtained. The central 
part of the field is active, with 
Royalty Service Corp. rapidly de- 
veloping the Nelson lease, and being 
offset by wells of Union Pacific, 
while General Petroleum continues 
to drill on the Patton-Blinn prop- 
erty. General Petroleum now has 
three wells in on its discovery lease, 
the Terminal property, and is pre- 
paring to drill five more. The best 
wells of the field continue to be 
brought in on and around the Ford 
lease, with the gravity of the oil 
ranging up to higher than 25 de- 
grees. 


Recent completions in the eastern 
sector include: General Petroleum 
Ford No. 6 for 1200 bbls. per day 
and Terminal No. 3 for 800 bbls.; 
Union Pacific Offset No. 12, flow- 
ing 2047 bbls., No. 14 for 400 bbls. 
pinched back, No. 15 making 1500 
bbls., and No. 21, located just south 
of Anaheim St., for 585 bbls. 


Royalty Service Corp. has complet- 
ed Nelson B-l for 250 bbls. and 
No. 469-1 flowing 300 bbls. in the 


central portion of the field. General 
Petroleum Patton No. 3 is good for 
400 bbls., and Union Pacific Offset 
No. 24 is making 375 bbls. per day. 
F. C. Hall’s No. 484-1 is in for 300 
bbls., and Pacific Western Wilming- 
ton Comm. No. 1 is flowing 250 bbls. 
per day. 


In the northern part of the field, 
east of Alameda, Bankline Oil Co. 
has completed Pacific Terminal 
Comm. Nos. 29 and 32 and Watson- 
Seven No. 2 for 350, 400, and 250 
bbls. respectively. A. T. Jergins 
Trust Nos. 1, 7 and 12, are in mak- 
ing 300, 400, and 450 bbls. respec- 
tively, and Selegna Petroleum Corp. 
No. 4 has been completed for an 
initial of 500 bbls. 


To the northwest, Packard Petro- 
leum Corp. Nos. 20-8-1 and 3 have 
been completed for 200 and 400 bbls. 
respectively. Crude Oil Drilling Co., 
Mason No. 1 is in for 250 bbls., and 
D. D. Dunlap No. 1 came in flowing 
350 bbls. J. E. O’Donnell No. 41, 
extreme westerly well, was com- 
pleted for 300 bbls. Pacific Western 
Pet. Sec. Nos. 1 and 2 are in making 
about 200 bbls. each, and Ring Oil 
Co. “W”-4 is good for 700 bbls. 





Deep Hawthorne Test 
Abandoned At 9317 Ft. 


The deep wildcat test of the Signal 
Finance Co., located in the Haw- 
thorne area in sec. 10, 3-14, has 
finally been abandoned. Located in 
strictly wildcat territory a mile and 
a half northeast of Lawndale and 
two miles west of Athens, the well 
was drilled to a total depth of 9317 
ft., making it one of the deepest ever 
drilled in the Los Angeles Basin. 
Some showings were found near 
bottom, and casing was set, but 
exhaustive tests indicated the zone 
to be wet, showing only a few colors 
of oil. During the past several 
months the well has been plugged 
back and tested by stages in zones 
where it was thought possible that 
production might be obtained, with- 
out success. 
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San Joaquin Valley 


Eastmont Completes Second 
Well At Round Mountain 


Interest At Greeley 
Shifts To West 


T te center of interest at Greeley 
has shifted to the west of the dis- 
covery well where a production test 
is being made by Standard Oil Co. 
on KCL 11-5. The well was drilled 
to a total depth of 7773 ft., top of 
the main oil body being cored: at 
7753 ft.. A string of 9-inch casing 
was cemented at 7739 ft. and a water 
shutoff was obtained. A successful 
completion here would extend the 
known limits of the field about one 
quarter of a mile due west from 
KCL 11-1 in sec. 19, 29-26. 


KCL 12-1, the extension test one 
mile to the south of 11-1, which 
showed considerable oil on produc- 
tion tests above, is being cored 
ahead below 8160 ft. with no show- 
ings of particular importance re- 
ported. A formation test was made 
of the interval from the casing shoe 
at 7775 ft. to 7934 ft., but it resulted 
in a flow consisting mostly of mud 
and water. 


The northerly test of the area, KCL 
11-6 in sec. 17, has been spudded 
and is drilling below 1500 ft. No. 
11-4, located more than a quarter of 
a mile to the south of 11-3, is now 
below 6900 ft., and will be the next 
test of interest. KCL 11-1 continues 
to flow 630 bbls. of 37 gravity clean 
oil through a 17/64-inch orifice, 
while 11-3, the other producer of the 
field, is making 256 bbls. of 59.1 
gravity oil through a 14/64-inch ori- 
fice. 





Mountain View Test 
Suspends At 6794 Ft. 


After drilling to a depth of 6794 ft. 
without showings of importance 
at that depth, operations have 
been suspended on Sunset Oil Co. 
Sunset-Starr No. 1, exploratory test 
west of Mountain View. It is under- 
stood that a few streaks of fair look- 
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ing oil sand were cored in the 
Chanac formation above 6100 ft., 
and while these do not justify a pro- 
duction test, it is believed that the 
area still has possibilities, and it is 
probable that some more work will 
be done. The well is located approxi- 
mately two miles west of the north- 
west end of Mountain View, south 
of the city of Bakersfield. 





Shell Test Of Canal Area 
Apparently Unsuccessful 


The wildcat test of Shell Oil Co., 
three miles to the northwest of Ten 
Section in the Canal area, appears 
to be unsuccessful. The Stevens 
zone, from which production is ob- 
tained in the field, was encountered 
at 8300 ft., but is apparently barren. 
A formation test was made of the 
interval from 8325 to 8440 ft., but 
revealed only a quantity of gas-cut 
mud. The hole is being cored ahead 
below 8550 ft. in gray sand and 
shale. 


In the field, KCL A-48, the only 
active well at present, is being cored 
ahead below 7800 ft. and should be 
ready for casing soon. Location has 
been made for No. A-4 near the 
west edge of sec. 30, 30-26. 





Union Greeley Test Coring; 
No Showings Encountered Yet 


Union Oil Co. Kernco 34-1, located 
three miles to the northwest of 
Greeley in sec. 34, 28-25, is being 
cored ahead below 8900 ft. in 
Miocene shale with no oil sand re- 
ported to date. 





Union Oil Co. Abandons 
Third San Emidio Test 


The third core hole of Union Oil 
Co. in the San Emidio area south of 
Midway in Kern county has been 
abandoned at a depth of 3226 ft. It 
was located in sec. 33, 11-22. A 
fourth test, known as Morrison No. 
1, has been started about two miles 
to the west in sec. 31, 11-22. 


A second well has been completed 
by Eastmont Oil Co. in the new pro- 
ductive area recently discovered by 
this company east of Round Moun- 
tain. One location to the northwest 
of the discovery well in sec. 16, 28- 
29, the well was brought in on the 
pump making 300 bbls, of 17 gravity 
oil, cutting 5%. Drilled to a total 
depth of 1895 ft., the top of the Ved- 
der zone was encountered at 1848 
ft. and casing set at that point. A 
third well will be drilled immediate- 
ly. Offsetting the discovery well to 
the southeast, Shell Oil Co. Olcese 
Estate No. 1 is on a production test. 
This well was drilled to 1908 ft. with 
casing cemented at 1840 ft. 


Water Troubles Delay Test 
Of Reserve Well At Tejon 


Production tests of the oil zone in 
Reserve Oil & Gas Co. No. 33-4 at 
Grapevine in sec. 33, 11-19, have 
been delayed to date due to inability 
to obtain a water shutoff of the cas- 
ing cemented at 4541 ft. With the 
bottom of the hole at 4570 ft., the 
first test of the shutoff showed that 
it was ineffective. After recementing 
twice, the water was finally shut off 
and a production test is underway. 


Seaboard Wasco Well 
Coring Below 9450 Ft. 


Considered one of the most interest- 
ing wildcats now drilling in the 
state, Seaboard Oil Co.-Tidewater 
Associated Oil Co. Continental KCL 
No. C-1, sec. 26, 27-24 south of Was- 
co, is being cored ahead below 9450 
ft. It is understood that since casing 
was set at 9148 ft. the formation has 
been predominately brown shale, 
with very little oil sand. However, 
considerable oil and gas was in evid- 
ence on the shut-off tests, as well as 
on a formation test of the interval 
from 9148 ft. to 9230 ft., probably 
coming from the fractured shale. 
The oil recovered during the tests 
is said to be 23 gravity. 








CALIFORNIA OIL WORLD AND 
PETROLEUM INDUSTRY, JUNE 20, 1937 





om 


Orne = = Oo kL 


— 
, 4 





Ohio Oil Co. Completes 
Second Derby Producer 


A second good producer has been 
completed by Ohio Oil Co. in the 
new “Derby” area, just east of 
Mountain View. Derby No. 5 has 
been brought in from a depth of 
5382 ft., flowing more than 520 bbls. 
of 26.4 gravity oil per day, cutting 
less than 1%, through a 28/64-inch 
orifice, extending the known produc- 
tive limits of the area still farther 
to the east. The outpost test of the 
Savoy Oil Co. on the Whittekin 
lease to the east in sec. 34, 30-29, 
after drilling to 4735 ft. in grayish 
looking sand, and making a forma- 
tion test of the interval from 4650 
ft. to bottom with a good gas blow 
resulting, lost the tester and part of 
the drill pipe in the hole, necessitat- 
ing a fishing job, so that the possi- 
bilities of this well are as yet un- 
known. 


In the extreme southern extension 
area of Mountain View, where Mo- 
hawk Petroleum Co. _ recently 
brought in a nice well on the Earl 
Fruit property in sec. 4, 31-29, the 
company’s Earl Fruit No. 4 has 
been drilled to 5455 ft. in barren 
gray sand, and is standing idle. It 
was found to have been drilled on 
the wrong side of the controlling 
fault. To the west in the same sec- 
tion, Symonds-Bankline No. 3, off- 
set to the Mohawk producer by 
Hogan Petroleum Co., has been 
drilled to 5650 ft., the oil zone hav- 
ing been cored from 5215 to 5424 it. 
The hole has been bridged back 
and casing set for a production test. 
The southerly offset of the area, P. 
H. Greer Co., Ltd., Perrel No. 1 
in sec. 9, 31-29, is drilling below 
5150 ft. and is rapidly nearing the 
productive zone. 


Italo Plans Deep Test 
North Of Kern River 


Near the northern edge of the Kern 
River Field, Italo Petroleum Corp. 
is making preparations to drill a 
test for deeper sands on the M. L. 
Koshland property in the sw% of 
the sw}4 sec. 19, 28-28. 
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Kenda Completion 
Making 2500 Bbls. 


Kenda scored another good comple- 
tion at Kettleman Hills when No. 
56-28] was completed recently from 
a depth of 8145 ft., flowing 2500 bbls. 
of 35.2 gravity clean oil per day, 
with 3,800,000 cu. ft. of gas. 


In sec. 29, 21-17, Union Oil Co. has 


recompleted Amerada King No. 2 in 
the fifth zone for 470 bbls. of 36.8 
gravity oil, cutting 3%. The well 
was brought in from a depth of 8500 
ft., the same depth from which it 
formerly produced, but upper zones 
from which it was producing were 
cemented off. Production before re- 
drilling had dropped to about 10 
bbls. of oil and 126 bbls. of water. 





....he will tell you 
FLUID PACKED PUMPS 


REDUCE DOWN TIME 


and produce more oil at lower per barrel 
cost because they last longer in any well. 


Write, wire or telephone for full information 
and prices ... or refer fo the Fluid Packed 
Pump Co. section in your Composite Catalog. 


Positive Pull 
Type Fluid 
Packed Pump 


FLUID PACKED PUMP CO. 


BOX 64 e LOS NIETOS, CALIFORNIA e U.S.A. 
- Mid-Continent and Texas Distribution 


FLUID PACKED PUMP CO.—MID-CONTINENT 
2 S. E. 29th ST., OKLAHOMA CITY, OKLAHOMA 


Gulf Coast Headquarters: 3205 Harrisburg Bivd., Houston, Texas 





A MODERN PUMP FOR MODERN CONDITIONS 


Protected by Patents No. 1545474, 1545475, 1549175, 1621046; others pending. 
ane? 








Amerada Completes 
Rio Vista Gas Well 


Another good gas well has been 
completed in the Rio Vista gas field 
in Solano county by Amerada Petro- 
leum Co. Marks No. .2 in sec. 24, 
4n-2e, on a production test from a 
depth of 4475 ft. flowed at the rate 
of 40,000,000 cu. ft. per day before 
being shut in. The next well to be 
drilled will be Trigueiro No. 1 in the 
same section, which is now being 
rigged up. 


a\ 


Birch-Royer Plans 
Deep McKittrick Test 


Birch-Royer Oil Co. has taken over 
the 420-acre Cyril C. Lovitt lease 
west of production in McKittriek, 
and is preparing to drill a deep zone 
wildcat test. Located on sec. 10, 30- 
21, in the foothills about five miles 
northwest of the town of McKit- 
trick, it is planned to drill through 
to the Temblor, to an estimated 
depth of 4700 ft. 


WHY THIS REFINERY 
CHOSE G-E TURBINES 





These turbines drive centrifugal pumps. 


O obtain reliable variable-speed drive for charg- 

ing and rerun pumps, as well as to obtain an im- 
provement in plant heat balance, this large Southern 
petroleum company installed twenty G-E mechanical- 
drive turbines in ratings of 40 to 450 hp. 


Let General Electric engineers suggest improve- 
ments for your plant. Write for this service. Gen- 
eral Electric Company, Schenectady, N. Y. 





GENERAL { ELECTRIC 


Union To Drill Wildcat 
In McGunden District 


Union Oi! Co. is preparing to drill 
a wildcat test in the McGunden area 
east of Bakersfield in sec. 1, 30s-28e. 
A joint test with Standard Oil Co., 
the well will be known as’ Baru- 
beltz No. 1. The location falls about 
a mile south of the hole recently 
abandoned by Superior Oil Co., and 
north of the Mountain View De- 
velopment Co. well in sec. 12, which 
showed considerable oil on produc- 
tion test. Interesting showings are 
understood to have been encounter- 
ed in the Chanac in the Superior 
well, and a second test is underway 
at the present time, drilling below 
2500 ft. 


Argo Petroleum Seeks 
Oil North Of Lost Hills 


Argo Petroleum Corp., a newly or- 
ganized Los Angeles concern, is 
preparing to drill a test directly 
north of Lost Hills, south of the 


Ring Discovers Production 
North Of Mount Poso 


A discovery of considerable import- 
ance was made north of Mt. Poso 
when Ring Oil Co. Vedder-Bowles 
No. 2 was brought in on the 
pump from a depth of 1750 ft. mak- 
ing more than 200 bbls. of 16.6 
gravity clean oil per day. Produc- 
tion is coming from a thickness of 
25 ft. of the Vedder zone, casing 
having been set at 1725 ft. Another 
well is to be drilled immediately 
approximately a half mile to the 
southeast on the Shapiro lease in 
sec. 32, 26-28, the discovery well 
being on sec. 29. The new area is 
roughly two miles north from near- 
est production at Mt. Poso, and 
more than a mile to the south and 
east of the Dominion area. 





Williamson area, in the se% sec. 11, 
26-20, in an attempt to obtain pro- 
duction at a shallow depth, such as 
is found to the south and to the 
northeast. 





traps, etc. 


been a repeat. 


P. O. Box 851 








ARE YOU DOING RIGHT 
BY THOSE BOILERS? 


It costs a lot of good hard cash to buy and install a 
boiler. What are you doing about regulators to pro- 
tect that investment? 

A mere 2 to 5 per cent of this investment will buy a 
CAMPBELL CANTILEVER BOILER FEED- 
WATER LEVEL CONTROLLER, and then you can 
forget about burned-out tubes or bagged shells. 
What is more, you can forget about the expense of 
installing a Campbell, for these controllers have a 
way of paying for themselves in only a few months 
—through savings effected in fuel and through 
diminished wear and tear on pumps, separators, 


Stop worrying. Let the Campbell Controller do 
your worrying for you. Nearly all the major oil 


companies of California have installed Campbells. 
Every third order during the past six months has 


Write or phone for descriptive matter or a 


J. A. CAMPBELL COMPANY 


LONG BEACH, CALIF, 


demonstration 


Phone: 416-93 
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FIRST, Triton motor oil saves on 


carbon scrapes. It actually cleans 
out carbon as you drive...forms so 
little new carbon that old carbon 
deposits burn, peel off, and blow 
out the exhaust. ; 


SECOND, Triton saves on gasoline 
because it allows correct, advanced 
setting of spark—without carbon 
“ping.” You get maximum power 
and efficiency and mileage. 


THIRD, Triton saves on oil because 
it has extreme resistance to “break- 
ing down.” It is a safe, full-bodied 
iababieas long after most oils are 
worn out. 


4 WAYS! 


it is 100% Pure paraffin-base...Gives you 
better lubrication plus freedom from 
carbon knocks! 


FOURTH, Triton saves on motor 
wear. Lengthens the time between 
overhauls, minimizes repair work, 
means fewer valve grinds, longer 
engine life. 


WHY TRITON DOES ALL THIS: 


Triton has these unusual quali- 
ties because it is Pro -Solvent 
refined, 100% PURE paraffin- 
base, 100% PURE lubricant—free 
from harmful carbon and sludge- 
forming, non-lubricating materials. 


Try Triton next time you buy 
oil. Enjoy a better-running car. 
Save money! You'll find Triton 
at over 9000 stations in the West. 


UNION OIL COMPANY 


100°], PURE PARAFFIN-BASE 
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Santa Maria Completion 
Starts Leasing Flurry 


is the Santa Maria Valley, the re- 
cent completion of Hancock Oil 
Co.—R. R. Bush Oil Co. Bradley 
No. 1 for 3000 bbls. per day, extend- 
ing the known limits of the Adan 
area a half mile to thé southwest, 
has resulted in a renewed flurry of 
leasing, and the startimg of three 
offset wells. Directly to the north, 
in sec. 26, 10-34, A. N. Macrate will 
drill his No. 2 well on the Fernandez 
lease, while Union Oil Co. has start- 
ed work on a direct easterly offset 
in the nw, sw% sec. 25, to be 
known as Bradley Lands No. 1. The 
remaining offset corner to the north- 
east will be drilled by the Hancock- 
Bush combination on the Dorothy 
Rosenbloom lease. 


In the southeasterly portion of the 
field, another good well was brought 
in by Union Oil Co. when Vincent 
No. 3 was completed from a depth 
of 4230 ft. for 3000 bbls. of 15.2 
gravity oil per day, cutting less than 
1%. After a three-day production 
test the well was shut in. This well 
is located in sec. 30, 10-33, and is 
a north offset of Hancock-Bush 
Hopkins No. 1, which is also a good 
producer. It is interesting to note 
that Vincent No. 2, located only one 
location to the east of No. 3, made 
only a small pumper. Union Oil 
Co. Cook No. 1, one location to the 
east of Vincent No. 2, has been 
spudded and is drilling below 1000 
ft. 


Another test of interest being 
started by Union is Enos No. 1-19 
for which derrick has been erected 
in sec. 19, 10-33. This will be an 
attempt to extend the field to the 
east along its present northern 


boundary, nearest production being 
on the Battles lease a quarter of a 
mile to the west. There has been no 
activity in this portion of the field 
for several months, two dry holes 
having been drilled a short distance 
to the north and east. 





Coastal District 


In the southwest extension area, a 


production test is being made on: 


Union Oil Co. Russell No. 1 in sec. 
21, 10-34. Drilled to a total depth 
of 4579 ft., casing was cemented at 
4160 ft. The top of the Franciscan 
formation was encountered at 4518 
ft., giving a thickness of approxi- 
mately 360 ft. of Monterey forma- 
tion to be tested. 


Continental Suspends 
Padre Canyon Test 


Operations have been suspended on 
Hobson No. 3, the Padre Canyon 
test of Continental Oil Co., in sec. 
15, 3-24, Ventura county. The well 
was drilled to a total depth of 7291 
ft., and was in barren gray sand on 


bottom. 





State Drilling Report 
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Field Company Well No. Sec. Twp. Range 
NEW WELLS 
Wilmington A. C. P. Oil Co. Community 33 48 3Ww 
Royalty Service Corp 16-5- 32 48 3Ww 
25-8- 33 48 3W 
Durand 33 48 3Ww 
Nelson B-5 & B-f 33 48 3Ww 
Oilar 32 48 3Ww 
D. D. Dunlap W-2 & W-4 32 48 3W 
General Petroleum Corp Ford 9,10&1 4 58 3W 
Terminal 4 58 3W 
Isco A- 58 3W 
F. C. Hall, Inc. Barcus A- 3 48 3W 
15-8- 3 48 3Ww 
U. P. Railroad Co. C-2, C-3, C-4, 35, 36, 3 33 48 3W 
G. Vallejo Leal Vallejo ; 58 3W 
Olympic Refining Co Fee 4&5 33 48 3W 
V. R. G. Wilbur Mutual 3 & Santa Fe 3: 48 3W 
Macmillan Petroleum Corp. Hayes 3: 48 3Ww 
Walter ee Hug! 33 48 3W 
Co. ion Yard 34 48 3Ww 
Pacific Term. Comm. 33 48 3Ww 
Pacific Term. Comm. 1 34 48 3W 
urnoel Petroleum Co. Elliott 3: 48 3W 
Bets county Haka Fetaa bo : BR iW 
y To) 
T ore Oil Co. Cc. O..C. 48 4w 
Long Beach Coastal Oil & Gas Co. 1 48 2Ww 
Shell Oil Co. Cresson Community 14 1 48 2Ww 
Rosecrans Barnsdall Oil Co. O'Dea 1 18 3s 3Ww 
Playa del Rey Baton Ol Go- del Rey 1% 2 38 bw 
ion 6 
Richfield Union Oil Co. 1 33 38 9W 
Inglewood ationan a Inglewood ‘a Rubel . 3 3 38 14w 
ng! u! 
Piru Pacific Western Oil 4 5N 18W 
Sky’ Pe 3 4N 19W 
Commander Oil Co., Ltd. 7-] 3 4N 19W 
Santa Maria Valley Union Oil Co. Enos 1-19 9 10N 33W 
om R. R. Bush Oil Co. Hancock-Bush Brown 25 10N 34W 
: Pacific Wi oil Hobbs ; 1 10N 34W 
Santa Barbara County Tidewater Associated Co. Leonis 3 6N 33W 
The T Co. Carreaga 36 5N 31W 
Rincon Cc. C. M. O. Co. Hobson B-14 & B-li 7 3N 24W 
Ventura Associated Oil Co. Lloyd 62 27 3N 23W 
Capitan Shell Oil Co. Covarrubias 1 24 2 5N 30W 
Midway Cc. C. M. O. Co. 22 1 328 23E 
Standard Oil Co. 7 3 328 24E 
Hugh B. Evans, Inc. 19 35 328 23E 
Monticello Oil Go 4 228 
sorags pi ores O° is i 
e > op! ‘ee 
; Oil Co. 1 288 20E 
- 61-26 26 278 20E 
Kern River Repyblic Petroleum Co. Strassburger 13 & 1 24 288 27E 
Associated Hi ‘Corp Hansco 1l 2388 27E 
California Star Co. 10-8 22 288 27E 
ite Petreteum Koshland 10-4 18 = F 
Fruitvale Shell Oil Co. Bellevue A 31 298 27E 
Mesa Petroleum Co. La Barte 23 298 27E 
Louis C. Simmel Organization 23 298 27E 
Morris Berman & Associates 23 298 27E 
Western Gulf Oil Co. Sawyer & Reed t 27 298 27E 
Mountain View Heone, Petroleum Porter-Day 1 29 308 29E 
Oil Co. Derby B- 33 308 29E 
Standard Oil Co. Mabry 18 308 29E 
Sunset Merritt Annex Oil Co. Fried 25 12N 24w 
Edison Golden Bear Oil Co Cohn 12 308 295 
Superior Oil Co. Crome Community p 36 298 23E 
Berree Petroleum Corp Edison-Seale 5-26 5 308 2905 
Round Mountain Luse 10 288 286 
Co. Olcese Estate One 16 288 29E 
Honolulu Oil Corp., Ltd } ny = 29E 
Mount Poso Shell Oil Co. Security 20 & 2 16 278 28E 
Poso Creek Tidewater Associated Oil Co. Newhope 29 278 27E 
Kettleman North Kenda ae £7 a id 28 ve 
Standard Oil Co. 27 33 218 17E 
Coalinga Anderson, Bramblett & Connors Kipling 26 208 14E 
Harry P. Diamond 3 35 208 14E 
Kern County California Western Oil Co. Burnal 32 278 29E 
Standard Oil Co. KCL 11 17 298 26E 
Bacal Oil Co. Bacal 5 308 30E 
Kings County Birch Ranch & Oil Co. Orr 5 238 17E 
Raymond Bisconer 1l 248 20E 
Sonoma County Stone & Youngberg Two Rock 29 5N 8w 
San Joaquin County The Texas Co. Lawrence 8 iN 6E 
Yolo County Empire Olt & Gas Corp. H on if 
Semitropic Continental Oi! Co KCL A-7 8 24E 


AND 
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El Rio Oils May Make 
Pumping Test At Oxnard 


After swabbing and bailing tests 
failed to develop production in the 
wildcat test of El Rio Oils 
(Canada), Ltd., five miles east of 
Oxnard in Ventura county, it is 
probable that a pumping test will be 
made before the well is deepened. 
With the bottom of the hole at 3025 
ft. and casing set at 2620 ft. a liner 
was run and, on being swabbed, the 
well started to flow mud and water 
with some heavy oil. After flowing 
for several hours it died, and sub- 
sequent bailing and swabbing have 
shown mostly mud and water with 
a small amount of 13 gravity oil. 


This well has aroused a great deal 
of interest in the area, and an ac- 


tive leasing campaign has been car- 
ried on. While it is doubtful that 
commercial production will be ob- 
tained from this well, showings have 
been such that it is probable that 
more wells will be drilled in the 
area, with more than a fair chance 
of success. 


The Texas To Drill Outpost 
Test Of Capitan Area 


The Texas Co. will drill an outpost 
test at Capitan on the highway 
above Refugio in Santa Barbara 
county. Location has been made 
near the northeast corner of the 
Carreaga property. Shell Oil Co. 
and General Petroleum Corp. have 
substantial production in this field, 
Shell being the only active operator 
at the present time. 
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Harmel Oil To Drill 
Test In Shandon Area 


Harmel Oil Co., a newly organized 
concern of Los Angeles, is preparing 
to drill a wildcat test in the Shandon 
area of San Luis Obispo county. It 
is understood that the first test will 
be drilled on the sw% of sec. 14, 
27s-14e. This location is approxi- 
mately seven miles northeast of 
Creston on the Santa Margarita- 
Shandon Road in an area that has 
seen but little prospecting. About 
five miles to the south a well was 
drilled by Latin American Oil Co. 
to a depth of more than 4600 ft. 
some years ago. Some fair showings 
were obtained and a production test 
made, but water could not be shut 
off and the hole was abandoned. 








Leeann Talis 6UOFF 


Did you know that Lindberg had in- 
vented an artificial heart? ‘That is gonna 
make it easier than ever for the loan 
department to turn us down. 


There are a lot of old military men in 
the oil business, and then there are some 
who just swear like troopers. 





And Joe Scanlon tells about one absent- 
minded oil executive who dictated a 
letter to his dog and then tried to give 
his stenographer a bath. 





Gene Thompson, the Polvadero impres- 
sario, is our authority for the following 
Story: It seems that a certain Kettle- 
man Hills operator went into town re- 
cently and consulted a golf professional 
about some lessons. After discussing 
prices and so on, the pro asked him 
when he wished to start. “Oh,” he said, 
“It’s my friend who wants to learn. I 
learned yesterday.” 





By the way, can any of you cross word 
puzzle fans think of a four letter word 
that means you've hit your thumb with 
a hammer? 





And says_the equipment salesman to 
Max App, “You kept me waiting around 
here like a fool for an hour and a half.” 
To which Max replied, “I kept you wait- 
ing around for an hour and a half all 
right, but the rest is your own fault.” 





Which reminds us of a conversation that 
Eddie Kinnebrew reported overhearing, 
between two rousties. “Wait a minute,” 
said the first. “Can’t,” said the second, 
“I’m in a hurry.” “Where yuh goin’?” 
inquired rousty number one, and you 
could have drilled him clear through 
with a perforation gun when the other 
replied, “Nowhere in particular.” 





Aw, well, some day these loan sharks 
will come to hate themselves, and that 
will make it unanimous. 


There were only 255 manufac- 
turers whose products were 
listed in the Composite Catalog 
for the year 1935. 





Andy Anderson has coined a new ex- 
pression for the national traffic menace— 
calls him a “hit and rum driver.” 





And when the cashier at the local bank 
bought a new automobile one of Frank 
Coyle’s lads drew out his money. 





In some jobs the next hardest thing to 
trying to find out who isn’t your boss is 
to locate a frog in a weed patch. 





Business, according to Irving Dumm, is 
like the linoleum at the back door, still 
on the upturn. For instance, sez he: 
Blacksmiths are again forging ahead. 
Money lenders continue to advance. The 
real estate boys are gaining ground, and 
even the tailors are pressing on. 





And Ed Leabow proclaims it’s a wise 
cork that knows its own pop. 





jim Roggie, on the other hand, points 
out that ordinarily a man’s duty is plain, 
which perhaps is why he won’t have any- 
thing to do with it. 





Personally we believe that lantern jaws 
and a light complexion are two entirely 
different things. 





But, however that may be, Bert York 
reports the case of a Huntington Beach 
lad who walked in his sleep and was 
mistaken for a pumper on graveyard 
tour. 


But this number increased to 
306 in the 1936 Edition, a ma- 
jority of whom included com- 
prehensive catalogs of modern 


oil tools and equipment. 


There may be no truth in this, but we 
have heard that Clarence Peck out at 
Santa Fe Springs has a relative by the 
same name who has four little Pecks— 
what you might call a bushel of children. 





A group of boys were sitting on the 
doorstep of the lease boarding house the 
other night, and conversation drifted 
into some very unusual channels. Says 
one rather erudite individual, “Do you 
believe in the transmigration of souls?” 
“Well,” ahemmed the bird who never 
likes to admit he doesn’t know anything, 
“IT wouldn’t recommend it as a regular 
practice.” 





And Jack Carter often wonders if that 
axe in the little glass case in the rail- 
way trains is for opening the windows. 





“Do I have a chance to rise?” the appli- 
cant asked Phil Rockfellow, and Phil re- 
plied, “Oh, yes. You gotta be on the 
job at 4:00 a.m.” 





Max Anfenger tells us now that firemen 
are not the only guys who talk about 
their flames. 





Which brings us again to the parting of 
the ways. Remember that even a nut- 
meg aspires to greater things. 





And without complaint every chimney 
does the very thing he is most sooted 
for.—R. S. 


And now in the COMPOSITE 
CATALOG for 1937 you will 
find 353 manufacturers repre- 
sented, with an even greater per- 
centage of complete catalogs. 
That is why modern oil men al- 
ways “Look for it in in the 
COMPOSITE CATALOG.” 
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An Immediate Acceptance! 


es C aurora OIL WORLD NEWS SERVICE 
HAS HAD AN IMMEDIATE ACCEPTANCE BY OIL COMPANIES, GEOLOGISTS, 
MANUFACTURERS, SUPPLY HOUSES AND LEASE BROKERS. It has firmly estab- 
lished itself as the outstanding scouting and news service of the western petroleum 
industry. 


This News Service Includes These Features: 


= A Complete Index. 

= A Report on New Operators and Incorporations, giving location, 
progress of development, field and executive personnel and 
where they can be reached. 

= A Drilling Summary of New, Redrilled and Abandoned Wells, 
showing the exact location and carrying a week-by-week as 
well as a yearly comparison. 

w A Production Report showing the established daily quota as 
against the daily actual production for every producing field 
in the state. 

= A Complete Drilling Report giving detailed information on each 
active well in the state, showing casing progress, actual depth, 
formations and the drilling operations that are in progress. 

s A Completion Report giving detailed information on all the com- 
pletions during the week. 

= Large Printed Maps covering new fields and fields that are 
creating interest because of discovery of deeper sands or for 
any other reason. 
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Gas Production, Sales Drop 
As Summer Months Approach 


Kettleman continues to lead state in production and sales, with 
34.78% of former and 43.28% of latter. 


N ataral gas production is follow- 
ing the regular trend as summer 
months are approached. After an 
all-time high this winter, which was 
one of the coldest of record, produc- 
tion had declined to 854,000 mcf per 
day by April, the last month for 
which figures are available, with 
sales to gas companies at 573,000 
mcf per day. In spite of the dis- 
crépancy between production and 
sales, blow was only 29,100 mcf per 
day, or only 3.4% of total produc- 
tion. 


Production has declined 124,000 
mcf since February, while sales 
have declined 170,000 since the same 
month. Sales, therefore, have de- 
clined 46,000 mcf more per day than 
production, yet, during the same pe- 
riod, blow has increased only 5900 
mcf per day. The explanation lies 
in the fact that several of the pro- 
ducing companies store gas during 
the summer months. Continental 
and Union, for instance, put the gas 
back into the formation in Button- 
willow and Brea, respectively, with 
some other companies using other 
fields for the same purpose. On the 
basis that blow has increased only 
about 6000 mcf per day while sales 
were declining 46,000 mcf per day 
more than production indicates that 
approximately 40,000 mcf per day 
were going into field formation stor- 
age during April. 


A comparison of March and April, 
the last two months for which sta- 
tistics are available, shows that pro- 
duction declined 73,000 mcf, while 
sales were declining 92,000 mef. 
Blow increased 3100 in April as 
compared with March. On the 
method of calculation outlined in 
the preceding paragraph, indica- 
tions are that 15,900 mcf per day 
were going into field formation stor- 
age during April. 


As has been the case practically 
since the discovery of the field, Ket- 
tleman North Dome led the state 
both in production and sales during 
April. Production averaged 297,000 
mef per day, with sales 248,000 per 
day, and blow 1600. These figures 
for April compare with 322,500, 272- 
000 and 1250, respectively, for 
March. In second place, Belridge 
produced 113,000 in April (118,700 
in March), sold 95,500 (105,800 in 
March), and blew 3700 (2500 in 
March). 


Ventura Avenue, in third place, 
produced 90,100 in April, sold 70,- 
100 and blew 880, while, for the -pre- 
ceding month, corresponding figures 
were 113,900, 92,500 and 850 mcf per 
day. 


From the sole standpoint of blow, 
two Los Angeles Basin fields had 
the best record in the state. With 
blows of 13 and 49 mcf respectively, 
Long Beach and Santa Fe Springs 
were far ahead of other fields. The 
explanation, of course, lies in the 
fact that much of the gas from these 
fields is sold to gas companies, and 
the remainder, proportionately 
higher than in other fields, is used 
as field fuel. The amount used in 
gas lift and repressuring operations 
is also higher, so that these fields 
nearly always have the best record 
from the standpoint of blow. Blow 
in Dominguez jumped from 47 mcf 


to 2600. 


The three leading gas producing 
fields of the state were responsible 
for 58.56% of the state’s total pro- 
duction, but were also responsible 
for 72.17% of total sales. Their per- 
centage of tctal blow was 21.24. 
Kettleman Hills alone accounted for 
34.78% of production and 43.28% 


of sales, with but .48% of total 
blow. 


Only two fields in the state in- 
creased sales during April as com- 
pared with March, and both of them 
showed declines in production. Del 
Rey sales increased from 2640 to 
3200 mcf per day, while production 
declined 11,900 to 11,500, and Moun- 
tain View’s sales rose from 6300 to 
7300 while its production was de- 
clining from 28,000 to 26,200 mcf 
per day. Del Rey blew 2300 mcf 
in April against 3300 in March, and 
Mountain View 3700 in April 
against 6070 in March. 


Some slight change in the gas pro- 
duction statistics may be anticipated 
with the completion of the Pacific 
Gas and Electric Corp.’s line 
from Rio Vista, where it is un- 
derstood that the company has 
contracted to take 10,000,000 cu. ft. 
of gas per day. There is a possibil- 
ity that this load will supplant a 
like amount from Kettleman Hills. 


The following table gives detailed 
information as to gas production, 
sales, and blow during April. 











MCF DAILY 
Field Production Sales Blow 
BR REP. osoicivasesss 11,500 3,200 2,300 
Dominguez .......... 40,900 30,200 2,600 
Huntington Beach .. 48,900 26,600 1,760 
Long Beach ......... 48,600 14,200 13 
Santa Fe Springs .. 27,800 4,700 49 
Ventura Avenue .... 90,100 70,100 880 
DRM crnkcenscekncsws 11,400 3,400 1,600 
OO errr 113,000 95,500 3,700 
Midway-Sunset ...... 41,800 14,000 2,400 
Kettleman ........... 297,000 248,000 1,600 
Mountain View ...... 26,200 7,300 3,700 
Re 757,200 517,200 20,600 
a eee 96,800 55,800 8,500 
Grand Total ......... 854,000 573,000 29,100 
West American Drilling 
Wildcat Near Tustin 


A wildcat test is being drilled below 
4400 ft. by West American Oil Co. 
on a portion of the Irvine Ranch, 
about two miles east of the town of 
Tustin, Orange county. The well is 
located approximately 1200 ft. 
northeasterly from the intersection 
of Irvine Blvd. with Miford Road. 
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R. L. Minckler Heads 


Petroleum Accountants 





R. L. Minckler 


| ee L. Minckler, assistant to the 
president of the General Petroleum Corp. 
of California has been elected president of 
the Petroleum Accountants Society. Mr. 
Minckler entered the employ of General 
Petroleum in 1924, and is also a director 
of Kenda. 


Other newly elected officers of the 
Petroleum Accountants Society include 
D. S. Kilgour, first vice-president (Cali- 
fornia Oil and Gas Association); L. A. 
Williford, second vice-president (Mac- 
millan Petroleum Corp); and W. A. 
Russell, secretary-treasurer (Seaboard 
Petroleum Corp). 


Chandler Completes 
27 Years With Texaco 





C. W. Chandler 


Cees W. Chandler, purchasing agent 
for The Texas Co. of California is one of 
the oldest employes of the company, hav- 
ing recently been given recognition in the 
Texaco Star as being with the company 
for 27 years as of June 10, 1937, his 
original connection with the company be- 
with the production department of the 
American Petroleum Co. of Los Angeles. 


Mr. Chandler was with the predecessor 
companies of The Texas Co. of Calif. in 
various departnients including accounting, 
production, and pipe line. 
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The House of V Belts and Drives 





McSwain Heads 
Asphalt Institute 





J. F. McSwain 


Jor. McSwain was elected chairman of 
the Asphalt Institute’s Pacific Coast Di- 
vision at a recent meeting of the man- 
aging committee in San Francisco. Mr. 
McSwain is manager of the Asphalt De- 
partment of Shell Oil Co. 


“The institute is planning a full program 
of educational and technical work for the 
coming year,’ Mr. McSwain said. “A 
very fine technical department is being 
developed which will assist engineers and 
others who have occasion to use asphalt 
in any form. We are particularly inter- 
ested in developing the use of asphalt 
for insulation, corrosion prevention, wa- 
terproofing, roofing, and similar indus- 
trial purposes. And of course the Insti- 
tute will continue to cooperate with city, 
state and federal authorities who plan to 
use aphalt for road construction and pav- 
ing.” 


Four additional asphalt producing com- 
panies were elected to membership, ac- 
cording to Dan Miller, managing engi- 
neer. 


The new member companies joining in 
the engineering and research activities of 
the institute, all of Southern California, 
are Exeter Refining Co., M. M. McCal- 
len Refining and Producing Co., San Fer- 
nando Refining Co. and the Petrol Corp. 


Other officers elected for the ensuing 
year are: Howard Loy of the Gilmore Oil 
Co., vice-chairman; J. A. Blood of the 
Standard Oil Co., secretary; K. E. Kneiss 
of the Tide Water Associated Oil Co., 
treasurer. 
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Sutter Attending 
World 


Oil Congress i 


T. E. Sutter 


tT. E. Sutter, vice president and general 
manager of Baker Oil Tools, Inc., Hunt- 
ington Park, Calif., sailed June 2 on the 
“Normandie” to attend the World Petro- 
leum Congress in Paris, France. 


In addition to attending the sessions of 
the Paris Congress, Mr. Sutter’s itinerary 
includes visiting The Hague, points in 
Germany, Switzerland and the British 
Isles. He will contact, in the interests 
of his company, various of its foreign rep- 
resentatives and customers. 


Mr. Sutter is expected to return to the 
United States the latter part of August. 


Dodge Taking Trip 
To World Oil Areas 


] cite F. Dodge, professor of petroleum 
engineering at the University of South- 
ern California has just left for an ex- 
tended trip around the world. Featured 
in his itinerary, prior to returning to his 
classes at S. C. next February, are several 
months of study in the oil fields of 
Borneo, Sumatra, and interior of India. 
He will also study foreign drilling 
methods in China and Japan. 


In his absence, his University College 
classes will be conducted by Ralph Mc- 
Goey, petroleum engineer of the Union 
Oil Co., in classes featuring the industry. 
Dr. Stanley Herold, consulting engineer, 
will also give instruction in the principles 
of oil gas production during the Fall 
quarter at S. C. 
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Chiksan Announces 
Mud Mixing Gun 


‘he Chiksan Oil Tool Co. has recent- 
ly developed a gun designed especially 
for the purpose of mixing mud. 


The gun consists of a Chiksan high pres- 
sure steel swing joint to which is con- 
nected a four-foot nozzle. A handle is 
provided that has sufficient length for 
easy operation of the gun, and the nozzle 
has a special abrasion-resisting steel tip 
with a %-inch opening. This nozzle tip is 
carefully shaped to give a stream-lined, 


compact flow and insures the maximum 
amount of jetting action. 


Double ball races in each joint permit 
complete 360-degree rotation in both a 
vertical and a horizontal plane, and the 
patented packing method used in the 
Chiksan joint insures complete and easy 
rotation at both low and high pressures 
without leaks. 
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You CANT 


ComptomisE 


WITH ACCURACY 


Your weight indicator is either accurate 
or NOT accurate .. . there is no compro- 
mise, and “half accuracy” is not enough! 
In the Martin-Decker “Clipper” you get 
the complete CUSTOM-MADE accuracy 
of a weight indicator to fit your particu- 
lar need, for in the “Clipper” you have 
always at hand a choice of calibrated 
dial rings tu meet every condition. Ten 
easily changed dials nested within the 
water-tight case allow DIRECT READ- 
INGS IN POUNDS OR POINTS for any 
line (whether 1’, 144” or 114” for drill- 
ing or %4” or %” for production work), 
and in any “string-up” from 4 to 10 lines, 
eliminating haphazard guesswork and 
estimations. 

This is only one of the many features 
that make the new “Clipper” the most 
accurate of weight indicators. For com- 
plete information, write for new literature. 


Lt 


ROLLEB BIT COMPANY Houston, Texes 


Ses Joaquin Valley. A. F MeoQUISTON, 





Houston Oil Show Increases Exhibit Space 





© 


The Executive Committee of the Oil-W orld Exposition. Left to right: Ed. Lenzner, general 


manager; Fred Allen, auditor; Ray L. Dudley, secretary and treasurer; Frank Carothers; 


John R. Suman, president; George A. Hill, 


Jr., vice-president; W. L. Childs, vice-president; 


S. P. Brown; Chase Sutton, executive-vice-president; Wallace Wilson, vice-president, 


A\ tthough the new $1,337,000 Conven- 
tion Hall is 40% larger and has over 
100,000 square feet of total floor area, it 
has already become necessary to obtain 
more space to display the equipment that 
will be exhibited at the Oil-World Ex- 
position to be held in Houston, Texas, 
from October 11 to 16, 1937. After a 
meeting of the directors on May 18, John 
R. Suman, President of Oil-World Ex- 
position, Inc., announced that it had been 
unanimously voted to increase the capacity 
of the Exposition in order to take care 
of the many applicants for space who 
were unable to obtain such space in the 
main exhibition building. To accomplish 
this purpose, a contract has since been 
signed with the City of Houston for the 
rental of five vacant city blocks of park 
board property which are adjacent to the 
main exposition building. 


More than 200 additional exhibiting places 
will here be provided by the erection of 
one of the largest tents in the country. 
This tent is guaranteed completely water- 
proof and will have a wooden floor, 
electric outlets, booth partitions, signs, 
water, gas and all other facilities exactly 
like these in the exposition building. 
Moreover, the main entrance to the Oil 
Show will be through this tent and all 
access to the Convention Hall, meeting 
and convention rooms, demonstration 
spaces and outdoor exhibits will be via 
this tent. 


The additional area provided by the 
Exposition management will also offer 
an enlarged space for cxhibits and heavy 
machinery and for demonstration of equip- 
ment. This newly acquired land is in 


addition to the originally provided out- 
door exhibiting space and will thus be 
able to provide parking facilities for the 
exhibitors. 


Due to the widespread interest being 
taken in the Houston Show, directors also 
voted an additional $15,000 to insure that 
the Oil-World Exposition would be truly 
world-wide in its scope. A large portion 
of this appropriation will be spent in 
magazine, newspaper, poster and direct 
mail advertising with an aim toward in- 
creasing the attendance from foreign 
countries as well as from all parts of the 
United States. The equipment displays 
now assured indicate that the coverage 
of tools and machinery for all branches 
of the petroleum industry will be most 
complete; and that equipment of the most 
modern design will be on display for 
those interested in drilling, production, 
refining, natural gas manufacture, pipe 
line and all forms of transportation and 
in efficient marketing methods. 


Lane-Wells Stations Gun 
Truck at Bakersfield 


Because of recent demands for gun perfo- 
ration service in the Bakersfield and 
Kettleman Hills districts, the Lane-Wells 
Co. of Los Angeles will permanently sta- 
tion one of their trucks in Bakersfield, 
according to a statement issued by Walter 
T. Wells, president of The Lane-Wells 
Co. Headquarters for the truck and com- 
plete equipment after June 20 will be 
2808 Chester Avenue, Bakersfield, in the 
offices of Alexander Anderson, Inc. Phone 
will be Bakersfield 3773-J. 


Parkersburg Salesmanager 
Returns To Headquarters 





Paul L. Brooks 


P aul L. Brooks, salesmanager of Par- 
kersburg Rig and Reel Co. has returned 
to his office at the company’s headquar- 
ters at Parkersburg, W. Va., after a re- 
cent trip of inspection to the California 
territory. 


Mahler Joins 
A. O. Smith Corp 





Taber H. Mahler 


To H. Mahler, formerly chief engi- 
neer for Kenda, has joined the A. O. 
Smith Corp. as a salesman. After gradu- 
ating from Harvard, Mr. Mahler was in 
the production department of the Vernon 
Consolidated Oil Co., followed by six 
years with the Shell Co. 


CALIFORNIA OIL WORLD AND 
PETROLEUM INDUSTRY, JUNE 20, 1937 








All 


seni 
i 


CA] 
PET 








Cardwell Announces 


New Drawworks Unit 


‘The Allsteel Products Manufacturing 
Co. announces a new Cardwell Allsteel 
“Caterpillar” mounted double drum draw 
works, single drum draw works, or cable 


tool drilling unit all in one piece and 
mounted on “Caterpillar” Diesel or gas- 
oline tractors. 

This is a drilling or oil well servicing 


unit for use where there are no roads 
or where it is impossible to use trucks. 
The tractor may also be used to move 
other tools or skid derricks. 


F. J. (Ole) Olson 


Allsteel Manufacturing Co. is repre- 
sented in California by F. J. (Ole) Olson. 
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Republic Supply Bakersfield Office Starts 


Tt Republic Supply Co. of California 
announces the construction of a new 
$40,000 office and warehouse at its pres- 
ent location, 3100 Chester Avenue, Bak- 
ersfield. Recognizing Bakersfield as the 
permanent center of a great petrolem 
district and sensing increased activity in 
the Valley fields, Republic feels that a 
modern fireproof structure is necessary 
to continue the company’s policy of al- 
ways keeping pace with the demands of 
oil operators. 


The new plant, constructed of reinforced 
concrete, will consist of a two-story front 
portion of modern design, containing of- 
fices and living quarters, fully air-con- 
ditioned, and a one-story warehouse 
which will materially increase the com- 
pany’s storage capacity. Total floor space 


is approximately 13,000 sq. ft. The ware- 
house will be equipped with cranes and 
power equipment to facilitate handling of 
heavy machinery and supplies. It will 
make possible larger and more complete 
stocks and provide a better service to the 
oil trade. ; 


Located just north of the traffic circle on 
Chester Avenue, the new building will 
be a substantial improvement to the 
Bakersfield industrial district. Construc- 
tion will start immediately, with business 
continued in the present building until 
the work is completed. 


H. C. White is manager of The Repub- 
lic Supply Company’s Bakersfield opera- 
tions, with N. R. Crum store manager. 





Emeco Building 
Tractor Equipment 


Figure 1 


5 name “Emsco,” long familiar to 
oil men, is now to be found on a com- 
plete line of cable and hydraulic con- 
trolled tractor equipment, according to a 
recent announcement by the Emsco Der- 
rick & Equipment Co. 


The Emsco cable-controlled Trail-build- 
ers and Bulldozers are built for all popu- 
lar size track-laying tractors. Illustrated 


Figure 2 


is an Allis-Chalmers model Trailbuilder 
(Fig. 1.) These units embody many 
unique patented features. 


All Emsco cable-operated units are pow- 
ered by Emsco power control units, which 
are manufactured in both single and dou- 
ble drum types. The latter is shown in 
Fig. 2. 





Business and Professional Directory 





THE 
HANCOCK OIL COMPANY 


of 
CALIFORNIA 


PRODUCERS - REFINERS 
MARKETERS 


J. R. PEMBERTON 
Oil Umpire 
1110 Security Title Insurance Bldg. 


Los Angeles, Calif. 
TRinity 9705 


MARTIN VAN COUVERING 
PETROLEUM ENGINEER 


405 South Hill Street 
LOS ANGELES 
C/ \LIF. 


Michigan 8781 








THE PETROL 
CORPORATION 


Producers and Refiners 


Petrol Gasoline - ; Super Petrol Gasoline 
Kerosene - Fuel Oil - Asphalts 
Road Oils - Lubricating Oils 

Distillates 


4020 Bandini Blvd. - Los Angeles, Cal. 


NOTARY PUBLIC 


SEE ME to have your leases and other 
papers validated or copied. Informa. 
tion on Oil Leases. Prices Reasonable. 


R. C. KIMBROUGH 
729 San Fernando Bldg. 
406 S. Main St. - Los Angeles, Calif. 


CORE ANALYSIS LABORATORY 
(Incorporated) 


Specializing in the physical determin- 
ation of porosity, permeability, oil 
and water saturation of core samples. 
P. O. Box 461 Telephone 
Ventura, Calif. Ventura 6355 








BOLSA CHICA OIL CORP’N 
Producers of Petroleum 


555 So. Flower St. - Los Angeles, Cal. 


GRAYDON OLIVER 
PETROLEUM ENGINEER 


215 West 7th Street 


Los Angeles, Calif. VAndike 3696 


AUDITS - TAXES - SYSTEMS 
GEO. J. COLE 
Certified Public Accountant 


408 South Spring Street (Room 1007) 
TRinity 4055 














SMITH-EMERY CO. 
Since 1904 
Oils Tested 
Shipments Certified 
Tanks Strapped 
Offices and Laboratories 


$28 Santee St. 61 Howard St., 
Les Angeles San Francisco 








GEORGE A. MACREADY 
Geologist and Engineer 
Core Orientation Service 
Formation Tester Service 


3678 S. Main St. 
LOS ANGELES 


Phones: ADams 6766 
Res. VErmont 8768 


Read THE 
CALIFORNIA OIL WORLD 
“The Oil Man’s 
Journal” 


$1.00 a Year 

















Classified Advertisements 


CLASSIFIED ADVERTISING RATES 
Small type: 50c per line per insertion. Count six 
words to a line. inimum cha $2.00. All classi- 
fied advertising payable in advance. Four con- 
secutive insertions at price of three, if copy 


not M times 
$ 7.50 per inch 
10.00 per inch 


Not responsible for more than one incorrect in- 
sertion. 





FULL HOLE 5-9/16” DRILL PIPE 





4900 feet of 5-9/16” yo —. ie" eS om 
Pipe with Nickle Steel U: Tool, T 
Slightly used =~ at aienetline price. 
H. & B. Sales — Ltd. 
2875 Cherry A 
Long Beach, Brace 416-59 





FRESNO CO. OIL LAND 








WATER DEVELOPMENT GUARANTEED 





Water surveying service. David Romey, Phone 
aaa 1414, 507 Broad Ave., Wilmington, 
alif. 





REFINERIES AND GASOLINE PLANTS 


Reconditioned or new heat exchangers, stills, 
fractionators, a , condensers, at ~~ 
a pew Be any size for any use. W. F. mne, 

909 S. Ardmore Ave., Los Angeles. DRexel aa, 








SCOUT REPORTS 


NEW MEXICO LEASEHOLDERS: For reliable 
iormation on New Mexico lopments take my 
ad scout report. W. S. Patterson, Santa Fe, 





a 


Leases and fee land in new Huron-Cantua-Tran- 


quillity area. E. Paul Gray, OLympia 1076, 1827 


North Alexandria Avenue, Los Angeles, Calif. 7-5-d 





WANTED 


Petroleum engineer 25 to 35 years of age 
with actual rig experience for sales work 
with reputable oil tool manufacturing con- 
cern. Must be in position to make frequent 
changes of residence. 


In applying, give full details of business 
experience, character and name of firm for 
whom now working. All applications will 
be strictly confidential, Reply to oe 565, 
% Calif. Oil World. 6-20-b 








FOR SALE OR LEASE 





41 acres in Semitropic, Kern’ county, sw% of 
ne% Sec. 33, Twp. 25 S, R. 22 E. Submit offer. 
Ted Duncan. 10329 Eastborne St., Los Angeles, 
Calif. 6-20d 





Locate hydrocarbons accumulated underground 
ORCO SERVICE “Sub-Surface-Survey”. P. O. 
Box 673—Santa Ana, Calif. 6-20d 





LEASES 





640 A. 66’ water off Huntington: Beach. Reason- 
able with plan for operation. Proctor, 349 E. 3rd, 
Long Beach, Ph. 695340. 6-20-d 


YO Ogg 4 4 





MAPS 


Large map of Los Angeles Basin ry fields 
and map showing all California oil fields. 
Price $15.00 each on paper each on 
cloth. Individual state oil and 

of Mid-Continent and Rocky oun 
regions. Maps show geological cross sec- 
tions at base. These maps indicate wells 
drilling, wells producing and abandoned, 
with epths. 

All maps revised up to date of purchase. 


JAMES C. BRANSFORD 
1127 Story Bldg. 
Los Angeles, Calif. 

Phone: TUcker 7530 
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